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AAES: 

see  American  Association  of  Engineering 
Societies 

Abendroth,  R.P.: 

Receives  Award  of  Appreciation  from  E-41 , 
Feb.,  67 

Academic  Insights: 

ASTM  Standards  and  Engineering  Education 
(Ahmed),  Jan.,  8 

ACI: 

see  American  Concrete  Institute;  Asscxiation 
of  Construction  Inspectors 

ACIL: 

see  American  Council  of  Independent  Labo¬ 
ratories 

ADA: 

see  Americans  with  Disabilities  Act 

ADISS: 

see  Analytical  Data  Interchange  and  Storage 
Standards 

AIA: 

see  American  Institute  of  Architects 

AlC: 

see  International  Colour  Association 

AISC: 

see  American  Institute  of  Steel  Construction 

AISI: 

see  American  Iron  and  Steel  Institute 

AITC: 

see  Asian  Industrial  Technology  Conference 

American  Association  of  Engineering 
Societies  (AAES): 

Accepting  Nominations  for  Engineering  Jour¬ 
nalism  Award  (National  Update),  Dec.,  5 
Commission  Releases  Bulletin  on  Women 
and  Minorities  in  Engineering  (National 
Update),  Nov.,  5 

PubI  ishes  Public  Policies  and  Priorities  1 992 
(National  Update),  May,  5 
American  Concrete  Institute  (ACI): 

1 992  Convention  Scheduled  for  March  (Na¬ 
tional  Update),  Jan.,  5 
American  Concrete  Institute  (Leyh),  Jan.,  34 
American  Council  of  Independent 
Laboratories  (ACIL): 

Signs  MOU  with  WELA  (National  Update), 
Nov.,  5 

American  Institute  of  Architects  (AIA): 

Develops  Common  Format  for  Codes  and 
Standards  with  BOCA  and  SFPE  (National 
Update),  Dec.,  5 

American  Institute  of  Steel  Construction 
(AISC): 

To  Sponsor  Structural  Steel  Research  with 
NSF  and  AISI  (National  Update),  Aug.,  5 
American  Iron  and  Steel  Institute  (AISI): 

To  Sponsor  Structural  Steel  Research  with 
NSF  and  AISC  (National  Update),  Aug.,  5 
American  National  Metric  Council: 

Publishes  Second  Edition  of  Metrication  for 
the  Manager  with  SAE  (National  Update), 
June,  5 

American  Society  for  Composites: 

Holding  Seventh  Technical  Conference  on 
Composite  Materials  (National  Update), 
Feb.,  7 


American  Society  for  Nondestructive  Testing 
(ASNT): 

Signs  Agreement  with  CSS  NDT  (Interna¬ 
tional  Update),  July,  15 
Spring  Conference  to  Be  Held  in  March  (Na¬ 
tional  Update),  Feb.,  7 

American  Society  of  Engineering  Education 
(ASEE): 

Accepting  Nominations  for  ASEE  Hall  of 
Fame  (National  Update),  Jan.,  5 

American  Society  of  Mechanical  Engineers 
(ASME): 

Holds  ECO  WORLD  '92  Conference  and 
Exhibition  (International  Update),  May,  7 
Publishes  1992  Federal  Policy  Agenda  of 
ASME  and  / 992  State  Issue  Priorities  (Na¬ 
tional  Update),  June,  5 
Signs  Agreement  of  Cooperation  with 
Colegio  de  Ingenieros  de  Venezuela  (Na¬ 
tional  Update),  Apr.,  5 
Signs  Agreement  of  Cooperation  with  Society 
of  Mechanical  Engineers  in  Israel  (Interna¬ 
tional  Update),  Jan.,  6 
American  Society  of  Sanitary  Engineering 
(ASSE): 

Signs  MOU  with  CSA  (National  Update), 
Apr.,  5 

Americans  with  Disabilities  Act  (ADA): 

The  Americans  with  Disabilities  Act  (ADA)  Is 
Now  Law  (Lindemann),  May,  48 
American  Welding  Society  (AWS): 

Establishes  Accords  with  Institute  Italiano 
Della  Salsatura  and  Israeli  Metallurgical 
Society  (International  Update),  May,  5 
Establishes  POCWA  (International  Update), 
Sept.,  6 

Forms  TFPS  Subsidiary  (National  Update), 
Mar.,  5 

Introduces  WJINDEX  (National  Update), 
Nov.,  5 

Launches  AWS  Precision  JoiningCenter  with 
USDOE  and  EG&G  Rocky  Flats  (National 
Update),  Dec.,  5 

Opens  Education  and  Certification  Center  in 
Miami  (National  Update),  Aug.,  5 

Analytical  Data  Interchange  and  Storage 
Standards  (ADISS): 

The  Global  Standards  Architecture  for  Ana¬ 
lytical  Data  Interchange  and  Storage 
(Lysakowski),  Mar.,  44 

Anesthetic  and  Respiratory  Equipment: 

see  ASTM  Committee  F-29 
AOAC  International: 

Forms  AOAC  Research  Institute  (National 
Update),  Mar.,  5 

Appearance: 

see  ASTM  Committee  E- 1 2 

APRG: 

see  Australian  Pavement  Research  Croup 

Architects: 

Architect's  Role  in  Standards  Development, 
Nov.,  48 

Aromatic  Hydrocarbons  and  Related 
Chemicals: 

see  ASTM  Committee  D- 1 6 

Asian  Industrial  Technology  Congress 
(AITC): 

ASTM  a  Supporting  Organization  of  (Inter¬ 
national  Update),  Nov.,  6;  Dec.,  1 5 


ASEE: 

see  American  Society  of  Engineering  Educa¬ 
tion 

ASME: 

see  American  Society  of  Mechanical  Engi¬ 
neers 

ASNT: 

see  American  Society  for  Nondestructive 
Testing 

ASSE: 

see  American  Society  of  Sanitary  Engineering 

Association  of  Construction  Inspectors  (ACI): 

Formed  (National  Update),  Cto.,  5 

ASTM: 

Award  of  Appreciation  Presented  to  ASTM 
by  IHS,  Apr.,  72 

Cosponsoring  1 992  Conference  on  Nondes¬ 
tructive  Evaluation  of  Civil  Structures  and 
Materials  (National  Update),  Apr.,  5 
Cosponsoring  Fifth  International  Conference 
on  Creep  of  Materials  (National  Update), 
Feb.,  7 

Co-sponsoring  NACE  Managing  Corrosion 
with  Plastics  Symposium  (National  Up¬ 
date),  Dec.,  5 

Developing  New  Activity  on  Five-Gallon 
Plastic  Buckets  (ASTM  IJpdate),  Apr.,  4 
Developing  New  Activity  on  Performance 
Standards  Related  to  Environmental  Regu¬ 
latory  Programs  (Environmental  Update), 
Apr.,  6 

Developing  New  Activity  on  Risk  Assessment 
from  Hazardous  Waste  Sites,  Jan.,  1 7 
Displays  Standards  and  STPs  at  Materials 
Testing  Show,  June,  73 
Headquarters  Site  of  ISO  Petroleum  Meet¬ 
ing,  Sept.,  18 

Hosts  ISO  Meeting  on  Powder  Metallurgy, 
Sept.,  17 

EstabI  ishes  Memorandum  of  Agreement  with 
U.S.  Army  Acquisition  Pollution  Preven¬ 
tion  Support  Office  (ASTM  Update),  July,  5 
PubI  ishes  ASTM  Standards  in  BuildingCodes, 
29th  Edition  (ASTM  Update),  July,  5 
PublishesSTP1112:  Pesticide  Formulations 
and  Application  Systems,  1 1  th  Volume  (En¬ 
vironmental  Update),  Aug.,  7 
Supports  AITC  '93  (International  Update), 
Nov.,  6 

Washington  Office  Moves  to  Bethesda,  Md. 
(ASTM  Update),  Nov.,  4 
ASTM  Board  of  Directors: 

1992  Chairman  (Inside  SNi,  Jan.,  1 
1 992  Society  Officers  Elected,  Feb.,  65 
An  Interview  with  the  1992  Chairman  of  the 
ASTM  Board  of  Directors,  Emery  Farkas, 
Jan.,  26 

Cohen  Appointed  1992  Treasurer,  Feb.,  65 
News  of  the  ASTM  Board,  Mar.,  1 0;  July,  1 0; 
Nov.,  10 

Nominations  for  Society  Offices,  Sept.,  70 
Partners  UohnsonJ  (People),  Jan.,  88 
Word  from  the  Chairman,  Apr.,  8;  June,  8; 
July,  8;  Nov.,  8 

ASTM  Committee  A-1  on  Steel,  Stainless 
Steel  and  Related  Alloys: 

Elects  A.S.  Melilli  New  Chairman,  July,  77 
Presents  Award  of  Merit  to  W.R.  Warke, 
Sept.,  73 
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A01 .95,  USA  Committee  for  International 
Standardization  of  Steel: 

Harmonizing  Stainless  Steel  Composi¬ 
tions,  Dec.,  20 

ASTM  Committee  A-4  on  Iron  Castings: 

ConductingTour  of  American  Cast  Iron  Pipe 
Co.  (ASTM  Update),  Oct.,  4 
A04.01  on  Grey  and  White  Iron  Castings: 
Preparing  Two  Grey  Iron  Castings  Stan¬ 
dards  (ASTM  Update),  Nov.,  4 
ASTM  Committee  B-1  on  Electrical 
Conductors: 

New  Task  Group  on  Conductor  Connect- 
ability  Forming  (ASTM  Update),  Sept.,  4 
ASTM  Committee  B-4  on  Materials  for 
Thermostats,  Electrical  Heating  and 
Resistance,  Contacts  and  Connectors: 
Developing  Guide  for  Measuring  Electrical/ 
Electronic  Contact  Intermittencies  (ASTM 
Update),  Apr.,  4;  Dec.,  4 
Developing  Method  for  Evaluation  of  Mate¬ 
rial  Performance  Properties  forContact  and 
Connections  (ASTM  Update),  Dec.,  4 
Developing  Practice  for  Classification  of 
Electrical  Contact  Performanceof  Connec¬ 
tion  Systems  (ASTM  Update),  Dec.,  4 
604.06  on  Composite  Contacts: 

Developing  New  Standards  and  Revis¬ 
ing  B  781  (ASTM  Update),  May,  4 
604.07  on  Electrical  Contact  and  Connector 
Test  Methods: 

Developing  Guide  to  Mixed  Flowing  Gas 
Tests  for  Electrical  Contacts  (ASTM  Up¬ 
date),  Aug.,  4 

Publishes  6  825, 6  826,  and  6  827,  Dec., 
14 

ASTM  Committee  B-5  on  Copper  and  Copper 
Alloys: 

Copper  and  Copper  Al  loys  (Cohen),  Oct.,  62 
Elects  T.J.  Louzon  New  Chairman,  June,  78 
Presents  Award  of  Appreciation  to  L.  Gutman, 
Apr.,  1 3 

ASTM  Committee  B-7  on  Light  Metals  and 
Alloys: 

Elects  P.F.  Baumann  NewChairman,  July,  76 

ASTM  Committee  B-9  on  Metal  Powders  and 
Metal  Powder  Products: 

Sponsoring  Workshop  on  Particle  Size  Char¬ 
acterization  of  Refractory  Metal  Powders 
(ASTM  Update),  Oct.,  4 

ASTM  Committee  B-10  on  Reactive  and 
Refractory  Metals  and  Alloys: 

Elects  R.S.  Humphrey  NewChairman,  Aug., 
66 

Presents  Ogden  Award  to  M.  Schussler, 
jan.,  74 

ASTM  Committee  C-1  on  Cement: 

National  Science  Foundation  Center  for  Sci¬ 
ence  and  Technology  of  Advanced  Ce¬ 
ment-Based  Materials  (Shah),  jan.,  52 
Performance  of  Portland  Cement  (Struble), 
jan.,  39 

Presents  Award  of  Merit  to  K.  Hauser,  Nov., 
99 

Reinforced  Concrete  Durability  and  ASTM 
(Berke,  Roberts),  jan.,  46 
Symposium  on  Current  Trends  in  Cement 
Standards,  July,  28 


Symposium  on  Masonry:  From  Design  and 
Construction  to  Problems  and  Repair, 
Sept.,  23 

ASTM  Committee  C-3  on  Chemical-Resistant 
Nonmetallic  Materials: 

Presents  Award  of  Merit  to  A. A.  Boova,  July, 
74 

C03.03  on  Thermoplastic  Fabrications: 
Workshop  Planned  for  October  (ASTM 
Update),  Sept.,  4 
ASTM  Committee  C-7  on  Lime: 

Symposium  on  Masonry:  From  Design  and 
Construction  to  Problems  and  Repair, 
Sept.,  23 

ASTM  Committee  C-8  on  Refractories: 

Touching  the  Moon  [Wosinski]  (People), 
Mar.,  80 

ASTM  Committee  C-9  on  Concrete  and 
Concrete  Aggregates: 

Developing  Revised,  Expanded  Edition  of 
STP169B,jan.,18 

Performance  of  Portland  Cement  (Struble), 
jan.,  39 

Reinforced  Concrete  Durability  and  ASTM 
(Berke,  Roberts),  jan.,  46 
Revises  C  309  to  Eliminate  Sodium  Silicate 
Solutions,  Mar.,  19 

Symposium  on  Polymer-Modified  Hydrau¬ 
lic-Cement  Mixtures,  Apr.,  1 8 
C09.02.07  on  Pore  Structure  of  Aggregate 
Concrete: 

Seeks  Information  on  Use  of  Image  Analy¬ 
sis  in  Determining  Air  Void  Content  of 
Hardened  Concrete  (ASTM  Update), 
Apr.,  4 

C09 .03.01  on  Methods  of  Testing  Concrete 
for  Strength: 

Revising  C  876  (ASTM  Update),  Apr.,  4 
ASTM  Committee  C-1 1  on  Gypsum  and 
Related  Building  Materials: 

Elects  G.W.  Green  New  Chairman,  June,  77 
Presents  Award  of  Merit  to  R.A.  Kuntze, 
Aug.,  64 

Symposium  on  Exterior  Insulation  and  Finish 
Systems  (El  FS) :  Performanceof  El  FS  World¬ 
wide,  July,  28 

Cl  1.04onSyntheticGypsumforUsein  Build¬ 
ing  Products: 

Developing  Standards  for  Synthetic  Gyp¬ 
sum  (ASTM  Update),  Feb.,  6 

ASTM  Committee  C-1 2  on  Mortars  for  Unit 
Masonry: 

Symposium  on  Masonry:  From  Design  and 
Construction  to  Problems  and  Repair, 
Sept.,  23 

ASTM  Committee  C-15  on  Manufactured 
Masonry  Units: 

Symposium  on  Masonry:  From  Design  and 
Construction  to  Problems  and  Repair, 
Sept.,  23 

ASTM  Committee  C-16  on  Thermal 
Insulation: 

Forming  Subcommittee  on  Marketing  and 
Public  Relations  (ASTM  Update),  Feb.,  6 
Hot,  or  Not?  [C 1 055,  C 1 057j  (Standard  Pro¬ 
file),  May,  9 

Sponsoring  Workshop  on  Transmission  and 
Accumulation  of  Moisture  in  Thermal 
Insulation  (ASTM  Update),  Aug.,  4 


C16.20  on  Homogeneous  Inorganic  Ther¬ 
mal  Insulations: 

Forms  New  Task  Group  on  Thermal  Insu¬ 
lation  Fitting  Covers  (ASTM  Update), 
Sept.,  4 

ASTM  Committee  C-21  on  Ceramic 
Whitewares: 

Elects  R.A.  Eppler  New  Chairman,  July,  76 
ASTM  Committee  C-24  on  Buildir  .,3  Seals  and 
Sealants: 

Symposium  on  Science  and  Technology  of 
Building  Seals  and  Sealants,  Nov.,  22 

ASTM  Committee  C-27  on  Precast  Concrete 
Products: 

Elects T.W.  Coons  NewChairman,  July,  76 
ASTM  Committee  D-1  on  Paint  and  Related 
Coatings,  Materials  and  Applications: 

ChangesCommitteeTitleto  Paintand  Related 
Coatings,  Materials,  and  Applications 
(ASTM  Update),  July,  4 
Developing  Test  Methods  for  Evaluating  Effi¬ 
ciency  of  Paint  and  Varnish  Removers 
(ASTM  Update),  Dec.,  4 
Elects  K.A.  Trimber  NewChairman,  June,  79 
Presents  Award  of  Merit  to  C.K.  Schoff, 
Sept.,  73 

Presents  Task  Croup  Chairman  of  the  Year 
Award  to  P.Guevin,  Oct.,  83 
Revising  E  848  (ASTM  Update),  Dec.,  4 
DOl  .22  on  Health  and  Safety: 

Revising  E  848  (ASTM  Update),  June,  4 
DOl  .33  on  Polymers  and  Resins: 

Form  i  ng  New  Activity  on  Al  ky  I,  Epoxy  and 
Phenol  ic  Resins  (AST M  U  pdate),  June,  4 
DOl  .46  on  Industrial  Protective  Coatings: 
Developing  Standards  on  Sampling  Paint 
and  Soil  for  Heavy  Metals  Analysis  and 
Sampling  Debris  for  Hazardous  Waste 
Testing  (ASTM  Update),  June,  4 
DOl  .55  on  Factory  Applied  Coatings  on  Pre¬ 
formed  Products: 

Reactivated  to  Revise  D  3002,  Apr.,  1 4 
ASTM  Committee  D-2  on  Petroleum 
Products  and  Lubricants: 

A  Premium  Formulation  |D  1655]  (Standard 
Profile),  jan.,  10 

Developing  Interlaboratory  Crosscheck 
Programs  with  D02.92,  May,  20 
Packing  Them  in  in  Bahrain  [Strauss] 
(People),  Aug.,  80 

Presents  Award  of  Achievement  to  E.A. 
Thompson,  June,  76 

Presents  Award  of  Appreciation  to  K.  Strauss, 
Aug.,  61 

Presents  Award  of  Merit  to  Z.M.  Holubec, 
Apr.,  76 

Presents  Sargent  Award  to  P.L.  Strigner,  Aug., 
69 

D02.L  on  Industrial  Lubricants: 

Developing  New  Test  Method  for  Pressur¬ 
ized  Pin  and  Vee  Block  Test  Machine 
(ASTM  Update),  May,  4 

ASTM  Committee  D-4  on  Road  and  Paving 
Materials: 

Elects  B.E.  Ruth  NewChairman,  Sept.,  74 
Presents  Hubbard  Award  to  j.  Epps,  June,  76 
Symposium  on  A  Critical  Look  at  the  Use  of 
Waste  Materials  in  Hot-Mix  Asphalt,  Sept., 
22 
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ASTM  Committee  D-5  on  Coal  and  Coke: 

Sem  i  nar on  SampI  i  ng  Coal  Form  Core  (ASTM 
Update),  Apr.,  4 

D05.07.01  on  Beneficiation  and  Size  Analy¬ 
sis: 

Coordinating  Interlaboratory  Studies  for 
Froth  Flotation  of  Coal  and  the  Sieve 
Analysis  of  Coal  (ASTM  Update),  Jan.,  4 

ASTM  Committee  D-6  on  Paper  and  Paper 
Products: 

006.20  on  Permanent  Records  Papers: 
Initiating  New  Activity  on  Fiber  Composi¬ 
tion  with  006.30,  Apr.,  1 5 
006.30  on  Fine  Papers: 

Initiating  New  Activity  on  Fiber  Composi¬ 
tion  with  006.20,  Apr.,  1 5 
006.40  on  Recycled  Paper: 
OevelopsTerminology  for  Recycled  Paper 
and  for  Newsprint  from  Recycled  Fiber 
(Environmental  Update),  Aug.,  7 
ASTM  Committee  D-7  on  Wood: 

Elects  E.L.  Schaffer  New  Chairman,  June,  79 
Publishes  ES  20,  Mar.,  1 5 
ASTM  Committee  D-8  on  Roofing, 
Waterproofing  and  Bituminous  Materials: 
Forming  NewTaskCroupon  Liquid-Applied 
Acrylic  Emulsions  Used  in  Roofing  and 
Waterproofing  (ASTM  Update),  Apr.,  4; 
June,  4 

Presents  Voss  Award  to  R.L.  Fricklas,  May,  68 
ASTM  Committee  D-9  on  Electrical  and 
Electronic  Insulating  Materials: 

Elects  T.M.  Robertson  New  Chairman,  June, 
78 

D09.07  on  Flexible  and  Rigid  Insulating  Ma¬ 
terials: 

Forms  NewTaskCroupto  Develop  Speci¬ 
fications  for  Polymeric  Molding  Materi¬ 
als  Used  in  Electrical  Applications 
(ASTM  Update),  July,  4 
Reactivates  Task  Group  on  Dielectric 
Films,  July,  22 

CX)9.1 2.1 4  on  EMI  Shielding: 

Revising  D  4935,  Dec.,  1 8 
ASTM  Committee  D-10  on  Packaging: 
Drafting  Standard  Definitions  for  Key  Terms, 
Jan.,  12 

New  Subcommittee  on  Cargo  Loading 
Formed  (ASTM  Update),  Sept.,  4 
New  Task  Group  to  Develop  Environmental 
Labeling  for  Packaging  (Environmental 
Update),  Aug.,  6 

Presents  Award  of  Merit  to  Robert  McGill, 
July,  75 

D1 0.1 4  on  Closure  and  Reinforcement: 
Converting  Six  Federal  Specifications  for 
Use  in  Packaging  Applications  to  ASTM 
Format,  Jan.,  1 4;  (ASTM  Update),  Sept., 
4 

D1 0.44  on  Containers: 

Preparing  Guides  on  Reduction,  Recy¬ 
cling,  Reuse  and  Disposal  of  Containers 
(Environmental  Update),  Oct.,  6 
ASTM  Committee  D-1 1  on  Rubber: 
Committee  D-1 1  on  Rubber  and  Rubberlike 
Materials  (Stiehler),  Aug.,  34 
Evolution  of  Medical  Glove  Standards 
(Chatterton,  Culp),  Aug.,  26 
Medical  Gloves  (Inside  S/V),  Aug.,  1 


Role  of  Standards  in  the  Development  of  the 
Condom  (Pugh),  Aug.,  23 
Thunder  Underfoot  (Pask),  Aug.,  40 
Winner  By  a  Hose  [D  380|  (Standard  Profile), 
Aug.,  9 

D1 1 .25  on  Rubber  Adhesive  Systems: 
Seeking  Interested  Parties  for  Involvement 
in  Standards  Development  (ASTM  Up¬ 
date),  May,  4 
D1 1 .31  on  Rubber  Hose: 

Seeking  Interested  Parties  for  Involvement 
in  Standards  Development  (ASTM  Up¬ 
date),  May,  4 

D1 1 .40  on  Consumer  Rubber  Products: 
Developing  Test  Method  to  Measure 
Soluble  Protein  in  Latex  Medical  De¬ 
vices  (ASTM  Update),  Aug.,  4 

ASTM  Committee  D-1 2  on  Soaps  and  Other 
Detergents: 

Forms  Administrative  Subcommittee  on 
Education  (ASTM  Update),  Dec.,  4 
ASTM  Committee  D-1 3  on  Textiles: 

Hosting  Seminar  on  Aesthetics  of  Textile 
Materials  (ASTM  Update),  Mar.,  4 
Preliminary  Findings  of  Study  Explain  Why 
Clothes  Don't  Fit  Some  Women  55  and 
Older  (From  the  Institute),  Nov.,  19 
Presents  DeWitt  Smith  Award  to  J.  Skelton, 
Jan.,  75 

To  Announce  Preliminary  Results  of  Sizing 
Standards  Project  (ASTM  Update),  Oct.,  4 
D1 3.6)4  on  Nonwoven  Fabrics: 

Formed,  Jan.,  1 3 

ASTM  Committee  D-1 4  on  Adhesives: 

Award  Winner  II  [D48(X)|  (Standard  Profile), 
Oct.,  19 

Establishes  Subcommittee  on  Label  Adhe¬ 
sives,  Nov.,  1 4 

Forms  New  Activity  on  Repulpable  Adhe¬ 
sives  (ASTM  Update),  Nov.,  4 
Workshop  Planned  for  October  (ASTM  Up¬ 
date),  Sept.,  4 

D1 4.50  on  Government  and  Industry  Stan¬ 
dardization: 

New  Group  to  Meet  in  Pittsburgh  (ASTM 
Update),  Mar.,  4 

D1 4.70  on  Constmction  Adhesives: 
DevelopingTest  Methods  for  Floor  Cover¬ 
ing  Adhesives  and  RevisingC557  and  D 
3498,  Aug.,  12 

ASTM  Committee  D-1 5  on  Engine  Coolants: 
Presents  Award  of  Merit  to  R.D.  Hudgens, 
July,  74 

PresentsGreen  Award  to  F.R.  Duffey,  May,  69 
ASTM  Committee  D-16  on  Aromatic 
Hydrocarbons  and  Related  Chemicals: 
Presents  Award  of  Merit  to  H  .S.  Moe,  Ju  ly,  75 
ASTM  Committee  D-1 8  on  Soil  and  Rock: 

ISR  Completes  First  Round  of  Testing  and 
Analysis  (From  the  Institute),  Sept.,  9 
ISR  to  IHelp  Committee  D-18  Establish  Stan¬ 
dard  Soils  and  Precision  Statements  (From 
the  Institute),  Mar.,  1 2 

Presents  Hogentogler  Award  to  B.L.  Kutter, 
N.  Sathialingam,  and  L.R.  Herrmann, 
Sept.,  76 

Publishes  Standards  on  Soil  Compaction 
Compilation  (Environmental  Update), 
Apr.,  7;  Oct.,  6 


Standards  Developed  for  Measuring  Land 
Subsidence,  May,  1 1 

Symposium  on  Durability  and  Specification 
Conformance  Testing  of  Rock  Used  for 
Erosion  Control,  Apr.,  1 7 
Symposium  on  Hydraulic  Conductivity  and 
Waste  Contaminant  Transport  in  Soils, 
Nov.,  22 

Working  with  D-35  on  Standards  for  Geosyn- 
theticClay  Liners  (Environmental  Update), 
Dec.,  7 

D1 8.01  on  Surface  and  Subsurface  Charac¬ 
teristics: 

Developing  New  Standards  on  Remote 
Sensing  and  Remote  Data  Transmission, 
Sept.,  1 3 

Developing  Standards  for  GIS,  Dec.,  14 
Investigating  Site  Characteristics  for  Suc¬ 
cessful  Septic  Fields  (Environmental 
Update),  Dec.,  7 

New  Task  Croup  Formed  on  Geostatistics, 
Aug.,  1 2 

Seeks  Participation  in  Surface  and  Bore¬ 
hole  Geophysics  Standards  Develop¬ 
ment  (ASTM  Update),  Jan.,  4 
D1 8.1 3  on  Marine  Geotechnics: 

Forms  New  Section  on  Navigation  Dredg¬ 
ing  (Environmental  Update),  Dec.,  7 
D18.21  on  Ground  Water  and  Vadose  Zone 
Investigations: 

Developing  1 9  Standards  for  Ground  Wa¬ 
ter  Modeling,  Mar.,  20 
DevelopingStandardon  Design  ofGround 
Water  Monitoring  Systems  in  Karst  and 
Fractured  Rock  Aquifers,  Feb.,  18 
Publishes  ASTM  Standards  on  Ground 
Water  and  Vadose  Zone  Investigation 
(Environmental  Update),  June,  7 
D1 8.23  on  Field  Instrumentation  of  Soil  and 
Rock: 

Organizational  Meeting  to  Be  Held,  Apr., 
13 

ASTM  Committee  D-1 9  on  Water: 

Approach  to  Analytical  Methods  Validation 
in  the  1990s  (Rice,  Lichtenberg,  Malo), 
Apr.,  34 

ASTM  Subcommittee  D1 9.07  on  Sediment 
Ceomorphology  and  Open  Channel  Flow 
Begins  Evaluation  of  BMPs  (livari),  Apr.,  42 
Forms  New  Task  Groups  on  Use  of  Capillary 
Electrophoresis  for  Inorganic  Analysis  (En¬ 
vironmental  Update),  Dec.,  6 
High  Purity  and  Process  Water  (Lerman), 
Apr.,  40 

History  of  Committee  D-19  on  Water 
(Bennett,  Fishman),  Apr.,  22 
Imagesofthelnuit  [SynnottJ  (People),  Apr.,  88 
Measuring  the  Radioactivity  of  Water 
(Sanderson),  Apr.,  58 

Membranes,  Ion  Exchange  Materials  and  the 
Environment  (Smith),  Apr.,  30 
Microbes  in  Water  (Selconis,  Winter),  Apr., 
50 

Organic  Test  Methods  (Hall),  Apr.,  48 
Presents  Hecht  Award  to  B.A.  Malo,  Oct.,  83 
Purely  pH  [D  51 28|  (Standard  Profile),  Apr., 
21 

Standardizing  and  Implementing  Good 
Laboratory  Practices  (Britton,  Perkins), 
Apr.,  55 
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Subcommittee  D1 9.05  (Johnson),  Apr.,  46 
Years  of  Practice  (Inside  SN),  Apr.,  1 
D19.03  on  Sampling  of  Water  and  Water- 
Formed  Deposits: 

Developing  Standard  for  Continuous 
Monitoring  of  High  Purity  Water  Sys¬ 
tems  (Environmental  Update),  Dec.,  6 
D1 9.07  on  Sediment  Geomorphology  and 
Open  Channel  Flow: 

To  Develop  Practice  for  Normal  izi  ng  Ana¬ 
lytical  Data  on  Trace  Contaminants  Ex¬ 
tracted  from  Aquatic  Sediments  (Envi¬ 
ronmental  Update),  June,  6 
ASTM  Committee  D-20  on  Plastics: 
Developing  Standards  on  Non-Volati  le  Con- 
taminants  in  Recycled  Plastics  and  Re¬ 
cycled  Polyethylene  Film  Sources,  Nov., 
15 

Elects  Paul  Graboff  New  Chairman,  July,  77 
Planning  Reunions  (ASTM  Update),  Sept.,  4 
Presents  Award  of  Excellence  to  A.].  Flint, 
July,  73 

Presents  Award  of  Merit  to  A.H.  Landrock, 
July,  74 

D20.96  on  Degradable  Plastics: 

Establishing  New  Criteria  for  Materials 
Degradability,  July,  23 
ASTM  Committee  D-22  on  Sampling  and 
Analysis  of  Atmospheres: 

Johnson  Conference  (Environmental  Up¬ 
date),  Feb.,  8;  Apr.,  18;  June,  6 
Presents  Award  of  Merit  to  S.D.A.  Iske,  July, 
74 

Symposium  on  Modeling  Indoor  AirQuality 
and  Exposure,  Feb.,  21 
ASTM  Committee  D-24  on  Carbon  Black: 
ASTM  D-24:  Keeping  the  Rubber  Industry  in 
the  Black  Oones),  Aug.,  44 
Elects  R.C.  Moyer  New  Chairman,  July,  77 
Forms  New  Task  Group  on  Void  Volumes 
(ASTM  Update),  May,  4 
ASTM  Committee  D-26  on  Halogenated 
Organic  Solvents: 

Developing  Specification  for  Recycled  Tri¬ 
chloroethylene  (Environmental  Update), 
Dec.,  6 

Elects  F.J.  Chmielnicki  New  Chairman,  June, 
77 

D26.09  on  Recycled  Halon  1 301 : 
Emergency  Standard  Under  Development 
for  Halon  1 301 ,  Dec.,  1 6 
ASTM  Committee  D-27  on  Electrical 
Insulating  Liquids  and  Gases: 

Presents  Johnson  Award  to  T.O.  Rouse,  Sept., 
76 

ASTM  Committee  D-30  on  High  Modulus 
Fibers  and  Their  Composites: 

Elects  D.W.  Wilson  New  Chairman,  Sept.,  74 
Presents  Award  of  Merit  to  W.W.  Stinch- 
comb,  Aug.,  64 

Schwartz  Formula  (Schwartz)  (People),  May, 
80 

SymposiumonCompositeMaterials:Testing 
and  Design,  Mar.,  22 

Symposium  on  Compression  Response  of 
Composite  Stmctures,  June,  20 
Symposium  on  Fractography  of  Modern  En¬ 
gineering  Materials  II,  Mar.,  22 
ASTM  Committee  D-31  on  Leather: 

Moves  to  Internationalize  Standards,  Jan.,  1 7 


ASTM  Committee  D-32  on  Catalysts: 

Balloting  Test  Method  for  Particulate  Size 
Distribution  of  Catalytic  Material  by  X-Ray 
Monitoring  of  Gravity  Sedimentation 
(ASTM  Update),  Jan.,  4 
Developing  Autoexhaust  Catalyst  Methods 
(ASTM  Update),  Aug.,  4 
ASTM  Committee  D-33  on  Protective 
Coating  and  Lining  Work  for  Power 
Generation  Facilities: 

Elects  J.B.  LeBleu  New  Chairman,  June,  78 
ASTM  Committee  D-34  on  Waste 
Management: 

ElectsG.F.  Bourcier  New  Chairman,  July,  76 
D34.02.01  on  Waste  Leaching  Techniques: 
Developing  Test  Method  for  Leachate 
Characteristics,  Sept.,  1 7 
D34.07  on  Mixed  Waste: 

Agrees  on  Scope  and  Identifies  Areas  for 
Standards  Development(Environmental 
Update),  Aug.,  6 

Organizational  Meeting  to  Be  Held,  Apr., 
11 

D34.09  on  Treatment: 

Developing  Guide  to  Aid  in  Evaluation  of 
Various  Alternative  Treatment  Tech¬ 
nologies,  Aug.,  1 0 

D34.11  on  Waste  Management  Site  Reme¬ 
diation: 

Developing  Four  Guides  on  Site 
Remediation,  Jan.,  1 2 

D34.1 5  on  Construction  and  Other  Second¬ 
ary  Applications  of  Recovered  Materials: 
Drafting  NewSpecificationsforUse  of  Kiln 
Dusts  for  Cementitious  and  Asphalt  Ap- 
plications(Environmental  Update),  Feb., 
8 

D34.1 7  on  Medical  Waste: 

Developing  Specification  for  Cytotoxic 
Waste  (Environmental  Update),  Feb.,  9 
ASTM  Committee  D-35  on  Geosynthetics: 
Assuring  the  Durability  of  HDPE  Geomem¬ 
branes  (Kanninen,  Peggs,  Popelar),  Sept., 
44 

ASTM  D35.01 :  Subcommittee  on  Mechani¬ 
cal  Properties  of  Geosynthetics  (Carroll), 
Sept.,  30 

Committee  D-35  on  Geosynthetics  (Suits), 
Sept.,  27 

D35.10  on  Geomembranes  (Frobel),  Sept., 
40 

Forms  New  Task  Group  on  Geosynthetic 
Clay  Liners  (Environmental  Update),  Dec., 
7 

Geosynthetic  Endurance  Issues  (Koerner), 
Sept.,  34 

Holds  Workshop  on  Geosynthetic  Failures: 
Forensic  Analysis  Methods  and  Reme¬ 
diation,  May,  1 7 

"Lite"  Products  Come  of  Age  (Horvath),  Sept., 
50 

Permeability  and  Filtration:  Performance  vs. 

Index  Testing  (Suits),  Sept.,  36 
Presents  Award  of  Merit  to  R.K.  Frobel, 
Sept.,  73 

Publishes  D  1987  (Environmental  Update), 
June,  7 

Symposium  on  Geosynthetic  Soil  Reinforce- 
mentTesting  Procedures,  Nov.,  22 


ASTM  Committee  E-1  on  Analytical 
Chemistry  for  Metals,  Ores  and  Related 
Materials: 

Presents  Hague  Award  to  C.H.  Bucknam, 
Feb.,  64 

PubI  ishes  Suggested  Methods  for  Analysis  of 
Metals,  Ores,  and  Related  Materials,  9th 
Edition  (ASTM  Update),  July,  5 
Scribner  Award  Presented  to  J.l.  Schultz, 
Jan.,  75 

E01 .03  on  Precious  Metals: 

Reorganizes  into  Three  Separate  Subcom¬ 
mittees;  Changes  Title  from  Copper, 
Nickel,  Cobalt,  and  Precious  Metals, 
Jan.,  1 6 

E01 .07  on  Copper  and  Copper  Alloys: 

Formed  by  E01 .03  Reorganization,  Jan.,  1 6 
E01 .08  on  Nickel,  Nickel  Alloys,  Cobalt  and 
High  Temperature  Alloys: 

Formed  by  E01 .03  Reorganization,  Jan.,  1 6 
ASTM  Committee  E-4  on  Metallography: 
Presents  Norton  Scholarshipto  J.S.  Wheeler, 
May,  69 

Safety  in  the  Metallographic  Laboratory 
(Vander  Voort,  Nester),  May,  34 
E04.05  on  Microindentation  Hardness  Test¬ 
ing: 

Developing  Standard  on  Microindentation 
HardnessTesting(ASTM  Update),  Oct., 
4 

ASTM  Committee  E-5  on  Fire  Standards: 

ElectsG.E.  Hartzell  NewChairman,  Aug.,  66 
Fire  Safety  and  ASTM  Standards  (Hirschler), 
Nov.,  72 

Symposium  on  Fire  and  Flammability  of  Fur¬ 
nishings  and  Contents  of  Buildings,  Sept., 
22 

ASTM  Committee  E-6  on  Performance  of 
Buildings: 

ASTM  vs.  Mother  Nature  [E 1465)  (Standard 
Profile),  Nov.,  21 

Development  of  a  New  Glass  Thickness  Se¬ 
lection  Procedure  (Beason  and  Barry), 
Nov.,  62 

Elects  J.G.  Gross  New  Chairman,  June,  77 
How  to  Get  the  Building  You  Need  (Davis, 
Schley,  Meyer),  Nov.,  43 
Metal  Roofing  Standards  (Schroter),  Nov.,  66 
Symposium  on  Exterior  I nsu lation  and  F i n ish 
Systems(EIFS):PerformanceofEIFS  World¬ 
wide,  July,  28 

E06.1 1  on  Horizontal  and  Vertical  Structures/ 
Structural  Performance  of  Completed 
Structures: 

To  Develop  New  Test  Methods  on  Sand¬ 
wich  Insulated  Panels  Used  in  Building 
Constructions  (ASTM  Update),  Jan.,  4 
E06.22  on  Durability  Performance  of  Build¬ 
ing  Constructions: 

Developing  Test  Methods  to  Determine 
Durabi  I  ity  and  Service  Life  of  Wi  ndows, 
Feb.,  13 

E06.25  on  Whole  Buildings  and  Facilities: 
Developing  Standard  to  Assist  in  Evalua¬ 
tion  of  Office  and  Educational  Facilities, 
Aug.,  10 

E06.41  on  Infiltration  Performances: 
Developing  Standards  for  Radon  Mitiga¬ 
tion,  July,  20 
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E06.51  on  Component  PerformanceofWin- 
dows,  Curtain  Walls,  and  Doors; 
TaskCrouponTest  Procedures  for  Analyz¬ 
ing  Forces  Required  to  Displace  Insect 
Screens  (ASTM  Update),  Aug.,  4 
E06.81  on  Building  Economics: 

Publishes  ASTM  Standards  on  Building 
Economics,  2nd  Edition,  (ASTM  Up¬ 
date),  May,  4 

ASTM  Committee  E-7  on  Nondestructive 
Testing; 

Computerization  of  Data  Is  Making  an  Im¬ 
pact  on  Nondestructive  Testing  (NDT) 
Standards  and  Instrumentation  (Berger, 
Jones),  July,  48 

Elects  J.C.  Spanner  New  Chairman,  Sept.,  74 
Presents  Award  of  Merit  to  H.C.  Craber, 
Nov.,  99 

Presents  Briggs  Award  to  L.  Mordfin,  June,  76 
Presents  Briggs  Award  toR.R.  Hardison,  Aug., 
68 

E07.01  on  Radiology  (X  and  Gamma): 
Developing  Standard  for  Evaluation  of 
Leak  Testing  Uncertainties,  June,  1 6 
E07.03  on  Penetrant  and  Magnetic  Particle 
Methods: 

Forms  New  Task  Group  on  Shims  Used  in 
Development  of  Magnetic  Particle 
Techniques  (ASTM  Update),  Dec.,  4 
E07.07  on  Electromagnetic  Method: 
Developing  New  Standard  on  Electro¬ 
magnetic  Technique  to  Examine  Floor 
Plates  of  Aboveground  Storage  Tanks 
(Environmental  Update),  Dec.,  6 
ASTM  Committee  E-9  on  Fatigue: 

Co-sponsoring  Symposium  on  Automa¬ 
tion  in  Fatigue  and  Fracture  Testing  and 
Analysis  (International  Update),  May,  6 
Co-sponsoring  Workshop  on  Accuracy  of 
Load  and  Strain  Measurement  of  Testing 
Machines  (ASTM  Update),  Oct.,  4 
Master  Strokes  (Stephens)  (People),  Feb., 
80 

Presents  Award  of  Merit  to  R.H.  Stentz, 
Nov.,  99 

Symposium  on  Automation  in  Fatigue  and 
Fracture  Testing  and  Analysis,  Apr.,  1 7 
Symposium  on  Cyclic  Deformation,  Frac¬ 
ture  and  Nondestructive  Evaluation  of 
Advanced  Materials,  June,  20 
ASTM  Committee  E-10  on  Nuclear 
Technology  and  Applications: 

Presents  Award  of  Merit  toH.  FarrarlV,  Nov., 
99 

Symposium  on  Effects  of  Radiation  on  Mate¬ 
rials,  Apr.,  1 7 

Symposium  on  Small  Specimen  Test  Tech¬ 
niques  and  Their  Application  to  Nuclear 
Reactor  Vessel  Thermal  Annealing  and 
Plant  Life  Extension,  Jan.,  23;  May,  1 4 

ASTM  Committee  E-1 1  on  Quality  and 
Statistics: 

Publishes  ASTM  Standards  on  Precision  and 
Bias  for  Various  Applications  (ASTM  Up¬ 
date),  June,  4 

Symposium  on  Quality  and  Statistics:  Total 
Quality  Management,  IDec.,  1 2 
ASTM  Committee  E-1 2  on  Appearance: 
Broadens  Scope,  Changes  Title,  May,  1 5 
Elects  W.N.  Hale  Jr.  New  Chairman,  July,  77 


El  2.06  on  Appearance  of  Displays; 
Developing  Guide  for  Evaluation  of  Ap¬ 
pearance  of  Colored  Qbjectson  VDUs, 
Dec.,  17 

El  2.08  on  High  Visibility  Materials  for  Indi¬ 
vidual  Safety: 

Developing  Standards  on  Pedestrian  Vis¬ 
ibility  During  the  Day  (ASTM  Update), 
Nov.,  4 

Developing  Standards  on  Pedestrian  Vis¬ 
ibility  During  the  Day  and  Night,  Dec., 
16 

ASTM  Committee  E-1 3  on  Molecular 
Spectroscopy: 

ASTM  and  Molecular  Spectroscopy 
(Mooney),  Mar.,  28 
El  3.03.05  on  GCIR: 

To  Develop  Practices  for  Use  of  GCIR 
(ASTM  Update),  Jan.,  4 

ASTM  Committee  E-15  on  Industrial 
Chemicals: 

El  5.22  on  Functional  Groups; 

Developing  Test  Method  for  Assay  of 
Dicumyl  Peroxide  in  Fillersby  LC(ASTM 
Update),  Mar.,  4 

El  5.53  on  Alcohols  and  Polyalcohols: 
Circulating  Questionnaire  for  Input  on  Fu¬ 
ture  Activities  (ASTM  Update),  Jan.,  4 
El  5.58  on  Acrylonitrile: 

Seeking  Information  on  Acrylonitrile  for 
Specification  Development  (ASTM  Up¬ 
date),  Jan.,  4 

ASTM  Committee  E-1 7  on  Pavement 
Management  Technologies: 

Co-sponsoring  Conference  and  Symposium 
on  Road  Surfaces,  Jan.,  1 5 
Forms  Task  Groups  to  Develop  Standards 
Relating  to  Highway  Pavement  Distress 
and  Implementation  of  Pavement  Man¬ 
agement  Systems  (ASTM  Update),  May,  4 
ISR  Project  to  Study  International  Skid  Resis- 
tanceTechniques (From the  Institute),  July, 
13 

Scope  to  Include  IVHS  (ASTM  Update), 
Aug.,  4 

Traffic  Tallies  [E  1442)  (Standard  Profile), 
Mar.,  13 

El  7.50  on  Pavement  Management  Tech¬ 
nologies: 

Forms  IVHS  Technical  Group  (ASTM  Up¬ 
date),  Nov.,  4 

ASTM  Committee  E-1 8  on  Sensory 
Evaluation: 

El  8.06  on  Application  of  Established  Meth¬ 
ods: 

Developing  Standard  on  Flavor  Impair¬ 
ment  of  Fish,  July,21 

ASTM  Committee  E-20  on  Temperature 
Measurement: 

E20.08  on  Medical  Thermometry; 
Developing  Specification  for  Infrared 
Thermometers,  June,  16 
ASTM  Committee  E-21  on  Space  Simulation 
and  Applications  of  Space  Technology: 
Developing  Nine  New  Standards  (ASTM 
Update),  May,  4 

To  Hold  Nov.  Meetings  in  Conjunction  with 
lES  Space  Conference  (ASTM  Update), 
Oa.,  4 


ASTM  Committee  E-24  on  Fracture  Testing: 

Co-sponsoring  Workshop  on  Accuracy  of 
Load  and  Strain  Measurement  of  Testing 
Machines  (ASTM  Update),  Oct.,  4 
Masterstrokes  [Stephens)  (People),  Feb.,  80 
Presents  InA^in  Medal  to  H.A.  Ernst,  July,  73 
Symposium  on  Fractography  of  Modem  En¬ 
gineering  Materials  II,  Mar.,  22 
Symposium  on  Fracture  Mechanics,  May,  25 
Symposium  on  Structural  Integrity  of  Fasten¬ 
ers,  Sept.,  24 

ASTM  Committee  E-27  on  Hazard  Potential 
of  Chemicals: 

ASTM  CHETAH  Program  (Frurip),  Mar.,  38 
Reactive  Chemical  Hazards  and  the  Role  of 
ASTM  Committee  E-27  on  Hazard  Poten¬ 
tial  of  Chemicals  (Chase),  Mar.,  34 

ASTM  Committee  E-28  on  Mechanical 
Testing: 

Co-sponsoring  Workshop  on  Accuracy  of 
Load  and  Strain  Measurement  of  Testing 
Machines  (ASTM  Update),  Oct.,  4 
Elects  F.J.  Marsh  New  Chairman,  Aug.,  66 
Holding  Joint  ASTM  Committee  Workshop 
on  the  Future  of  Data  Recording  Formats 
for  Mechanical  Testing  of  Metals  (ASTM 
Update),  Feb.,  6 

Presents  DeBellis  Award  to  H.  Dambacher 
Feb.,  64 

Revising  E  604  (ASTM  Update),  Oct.,  4 
E28.1 5  on  Automated  Testing: 

Developing  Standards  for  Automated  Me¬ 
chanical  Testing,  Feb.,  1 7 
ASTM  Committee  E-30  on  Forensic  Sciences: 
Elects  P.D.  Barnett  New  Chairman,  July,  76 
E30.01  on  Criminalistics; 

PublishesSix  Standards  for  Examining  Fire 
Debris,  Apr.,  10 
E30.06  on  Odontology: 

Developing  Standards  for  Odontology, 
May,  10 

E30.08  on  Physical  Anthropology; 
Developing  Standard  for  Forensic  Anthro¬ 
pology,  May,  10 

ASTM  Committee  E-31  on  Computerized 
Systems: 

ISR  Project  Works  to  Computerize  Medical 
Records  (From  the  Institute),  Jan.,  9 
More  ThanaSecond  Opinion  [E 1460)  (Stan¬ 
dard  Profile),  Sept.,  12 
E3 1 .1 2  on  Computer  Based  Patient  Records: 
Developing  Guide  for  Documenting  the 
Occurrences  and  Care  of  Emergencies, 
Oct.,  11 

ASTM  Committee  E-33  on  Environmental 
Acoustics: 

E33.01  C  on  Anechoic  Rooms: 

Developing  Test  Methods  for  Measuring 
Performanceof  Anechoic  Rooms,  Aug., 
14 

ASTM  Committee  E-34  on  Occupational 
Health  and  Safety: 

Abrasive  Blasting  (Cossette),  May,  44 
Metalworking  Fluids  (Quinn),  May,  40 
E34.50  on  Health  and  Safety  Standards  for 
Metal  Working  Fluids: 

Developing  Standard  on  Safe  Use  of  Metal 
Working  Fluids,  Feb.,  14;  (Environmen¬ 
tal  Update),  Oct.,  6 
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E34.70  on  Single  Crystal  Ceramic  Whiskers: 
Preparing  Guide  for  Packaging  of  Silicon 
Carbide  Whiskers  and  Fibers  (Environ¬ 
mental  Update),  Oct.,  6 
E34.80  on  Safety  Analyses  for  Products,  Fa¬ 
cilities  and  Equipment: 

Developing  Practice  for  Identification  and 
Evaluation  of  Occupational  FHealth  and 
Safety  FHazards  (ASTM  Update),  Nov.,  4 
ASTM  Committee  E-35  on  Pesticides: 

Forms  New  Task  Group  on  Compatibility  of 
Agricultural  Chemicals  with  Packaging 
Films  (Environmental  Update),  Oct.,  6 
Symposium  on  Pesticide  Formulations  and 
Applications  Systems,  June,  20 
E35.26  on  Safety  to  Man: 

Publishes  E 1 429  (Environmental  Update), 
Feb.,  9 

ASTM  Committee  E-36  on  Laboratory  and 
Inspection  Agency  Evaluation  and 
Accreditation: 

Elects  P.S.  Unger  New  Chairman,  June,  79 

ASTM  Committee  E-37  on  Thermal 
Measurements: 

Symposiumon  Assignment  of  theGlassTran- 
sition,  Dec.,  1 2 

ASTM  Committee  E-41  on  Laboratory 
Apparatus: 

E41.10on  ISO/TC48: 

Presents  Award  of  Appreciation  to  R.P. 
Abendroth,  Feb.,  67 

ASTM  Committee  E-42  on  Surface  Analysis: 

Elects  S.W.  Gaarenstroom  New  Chairman, 
June,  77 

ASTM  Committee  E-43  on  SI  Practice: 
Terminology  of  SI  and  the  Nomenclature  of 
the  1857  Metrical  System  (Terminology 
Update),  Feb.,  20 

ASTM  Committee  E-44  on  Solar, 

Geothermal,  and  Other  Alternative  Energy 
Sources: 

Elects  L.F.  Bond  New  Chairman,  Sept.,  74 
Rejuvenates  Geothermal  Energy  Subcommit¬ 
tees,  Mar.,  15 

ASTM  Committee  E-47  on  Biological  Effects 
and  Environmental  Fate: 

Developing  New  Activity  on  Construction, 
Utilization,  Monitoring  and  Anthropo¬ 
genic  Alteration  of  Wetlands  Ecosystems 
with  E-50  (Environmental  Update),  Apr.,  6 
Symposium  on  Environmental  Toxicology 
and  Risk  Assessment,  Mar.,  22 
Symposium  on  Environmental  Toxicology 
and  Risk  Assessment:  Aquatic,  Plant  and 
Terrestrial  (Environmental  Update),  Oct.,  6 
E47.1 2  on  Behavioral  Toxicology: 

To  Develop  New  Standards  (Environmen¬ 
tal  Update),  June,  6 

E47.13  on  Assessment  of  Risk  to  Human 
Health  and  the  Environment  from  Hazard¬ 
ous  Waste  Sites: 

Developing  Three  Guides  on  Uncertainty 
(Environmental  Update),  Oct.,  6 
ASTM  Committee  E-49  on  Computerization 
of  Material  and  Chemical  Property  Data: 
Computerization  of  Composites  Material 
Data  (Newton),  July,  38 
Computerization  of  Data  Is  Making  an  Im¬ 
pact  on  Nondestructive  Testing  (NDT) 
Standards  and  Instrumentation  (Berger, 
Jones),  July,  48 


Computerizing  ASTM  Test  Methods 
(Rumble),  July,  34 
Corrosion  Data  (Anderson),  July,  42 
Global  Standards  Architecture  for  Analyti¬ 
cal  Data  Interchange  and  Storage 
(Lysakowski),  Mar.,  44 
Holds  Joint  Committee  Workshop  on  the  Fu¬ 
ture  of  Data  Recording  Formats  for  Me¬ 
chanical  Testing  of  Metals  (ASTM  Update), 
Feb.,  6 

Today's  World  (Inside  SN),  July,  1 
ASTM  Committee  E-50  on  Risk  Assessment: 
AddressingSuperfundCleanup,  Commercial 
Real  Estate  and  Regulatory  Programs,  Oct., 
13 

Developing  New  Activity  on  Construction, 
Utilization,  Monitoring  and  Anthropo¬ 
genic  Alteration  of  Wetlands  Ecosystems 
with  E-47  (Environmental  Update),  Apr.,  6 
Forms  New  Subcommittee  on  Performance 
Standards  Related  to  Environmental  Regu¬ 
latory  Programs  (Environmental  Update), 
Aug.,  7 

Publishes  E  1430  (Environmental  Update), 
Apr.,  6 

ASTM  Committee  F-1  on  Electronics: 

Elects  P.H.  Langer  New  Chairman,  June,  78 
ASTM  Committee  F-3  on  Gaskets: 

Developing  Standards  for  Determining  the 
Maximum  Functional  Temperature  of 
Gasket  Material,  Feb.,  1 7 
Elects  D.H.  Tracy  New  Chairman,  Aug.,  67 
Surveying  for  Usefulness  of  F  104  (ASTM 
Update),  May,  4 

ASTM  Committee  F-4  on  Medical  and 
Surgical  Materials  and  Devices: 

A  30-Year  History  of  ASTM  Committee  F-4: 

A  Surgeon's  Experience  (Laing),  Nov.,  78 
Awards  Student  Paper  Award  to  C.  Fleming, 
Oct.,  81 

Sponsoring  Workshop  on  Modularity  of  Or¬ 
thopedic  Implants  (ASTM  Update),  Oct.,  4 
Symposium  on  Biomaterials'  Mechanical 
Properties,  Mar.,  22 

Symposium  on  Characterization  and  Perfor¬ 
mance  of  Calcium  Phosphate  Coatings  for 
Implants,  Sept.,  22 
Ureteral  Stents  (Goldberg),  Aug.,  30 
U.S.  Medical  Device  Industry:  Competitive 
with  the  EC  and  Japan?  Gennett),  Feb.,  42 
ASTM  Committee  F-6  on  Resilient  Flooring: 
Reactivating  Task  Group  to  Conform  with 
ADA  Rules,  May,  19 
ASTM  Committee  F-7  on  Aerospace  and 
Aircraft: 

F07.04  on  Hydrogen  Embrittlement: 
Sponsoring  Workshop  on  Failure  Analysis 
of  Fasteners  with  Emphasis  on  Hydro¬ 
gen  Embrittlement  (ASTM  Update), 
Aug.,  4 

ASTM  Committee  F-8  on  Sports  Equipment 
and  Facilities: 

And  Now  Comes  the  Trampoline! 
(Hennessy),  June,  25 

Developing  Bicycle  Child  Carrier  Standard 
(ASTM  Update),  Dec.,  4 
Gentlemen's  Game  (Summitt),  June,  38 
History,  Helmetsand  Standards  (Fisher),  June, 
34 


Ice  Skating  Surfaces  (Montebell),  June,  54 
Impact  of  Eyeguards  on  Eye  Injury  Reduction 
in  the  Racquet  Sports  (Della-Giustina), 
June,  50 

Science  in  the  Playground  [F 1 292 j  (Standard 
Profile),  June,  23 

ShockingTruth  about  Athletic  Footwear  (Ire¬ 
land),  June,  42 

Sports  Safety  Standards  and  Sports  Safety  (In 
My  Opinion),  June,  11 

Sports  Standards  Development — You  Can 
Get  There  from  Here  (Sabell  i),  June,  46 
Thrill  of  Victory!,  June,  60 
Symposium  on  Safety  in  Ice  Hockey,  Mar.,  23 
F08.1 7  on  Trampolines: 

Revising  F  381 ,  Mar.,  20 
F08.52  on  Playing  Surfaces  and  Facilities: 
Developing  Specification  on  Accessibility 
of  Surface  Systems  under  and  around 
Playground  Equipment,  June,  1 4 
F08.53  on  Headgear: 

Forms  Task  Group  on  Performance  of 
Mouthguards  (ASTM  Update),  Nov.,  4 
ASTM  Committee  F-9  on  Tires: 

Elects  D.G.  Young  New  Chairman,  Sept.,  75 
ASTM  Committee  F-1 0  on  Food: 

New  Task  Groups  Forming  to  Write  Specifi¬ 
cations  on  Frozen,  Coarsely  Ground  Poul¬ 
try  (ASTM  Update),  Sept.,  4 
Publishes  F  1416,  Sept.,  17 
ASTM  Committee  F-1 2  on  Security  Systems 
and  Equipment: 

HoldingOrganizationalMeetingon  Security 
Liability  (ASTM  Update),  Oct.,  4 
FI  2.50  on  Locking  Devices: 

Developing  Specification  for  Hasps  and 
Other  Attachment  Devices,  Oct.,  1 2 
FI  2.63  on  Security  Screening: 

Developi  ng  Standards  for  Security  Screen¬ 
ing  Personnel,  Oct.,  10 
ASTM  Committee  F-1 3  on  Safety  and 
Traction  in  Footwear: 

Worker  Safety  in  the  Kitchen  (Kohr),  May,  52 
Workshop  to  Evaluate  Various  Slip  Resis¬ 
tance  Measuring  Devices,  May,  2 1 
ASTM  Committee  F-1 4  on  Fences: 

Developing  New  Standards  on  Fence  Appli¬ 
cations  and  Chain  Link  Fence  Material, 
May,  16 

FI  4.1 5  on  Alternative  Fencing: 

Forming  Two  New  Task  Groups  (ASTM 
Update),  Dec.,  4 

ASTM  Committee  F-1 5  on  Consumer 
Products: 

Backyard  Swingset  Safety  (Hendy),  Feb.,  28 
Crib  Alert!  [F  966,  F 1 1 69]  (Standard  Profile), 
Feb.,  1 2 

Father  of  All  Toy  Standards  [F  963]  (Standard 
Profile),  Dec.,  23 

Forms  New  Activity  on  Innersprings  for  Bed¬ 
ding  (ASTM  Update),  July,  5 
Need  for  Standards  for  Pool  Covers 
(Ragsdale),  Feb.,  25 

FI  5.29  on  Playground  Equipment  for  Public 
Use: 

FI  5.29  on  Playground  Equipment  for  Pub¬ 
lic  Use  (Thompson,  Wallach),  Feb.,  32 
ASTM  Committee  F-16  on  Fasteners: 

Elects  J.P.  Pekar  New  Chairman,  Aug.,  67 
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ASTM  Committee  F-1 7  on  Plastic  Piping 

F30.03  on  Organization/Management: 

Presents  Award  for  Excellence  in  Sympo- 

Systems: 

Drafting  Standard  on  Uniform  Data  for 

sium  and  Publication  Management  to 

Presents  Award  of  Merit  to  L.C.  Bradbury, 

Emergency  Care  for  Youth,  June,  1 5 

G.W.  Maupin  Jr.,  B.C.  Brown  and  A. 

July,  74 

ASTM  Committee  F-32  on  Search  and 

Lichtenstein,  May,  66 

ASTM  Committee  F-1 8  on  Electrical 

Rescue: 

ASTM  Committee  on  Terminology  (COT): 

Protective  Equipment  for  Workers: 

Sponsoring  Workshop  on  Rope  Science 

Of  Flutes  and  Fluoropolymers  [SperatiJ 

Developing  Standards,  Training  Course,  and 

(ASTM  Update),  Oct.,  4 

(People),  Sept.,  88 

- 

STP  on  Acoustic  Em  ission  Testi  ng  of  Aerial 

ASTM  Committee  G-1  on  Corrosion  of 

Presents  Reinhart  Award  to  C.A.  Sperati, 

Equipment,  Mar.,  1 7 

Metals: 

Feb.,  64 

ASTM  Committee  F-21  on  Filtration: 

Corrosion  Data  (Anderson),  July,  42 

Presents  Reinhart  Award  to  M.V.  Newton, 

Elects  j.W.  jacox  New  Chairman,  Aug.,  66 

Presents  Award  of  Merit  to  H.P.  Hack,  Apr., 

Nov.,  98 

nii 

ASTM  Committee  F-23  on  Protective 

76 

ASTM  Focus: 

Clothing: 

Presents  LaQue  Award  to  H . H .  Lawson,  Apr., 

ASTM's  Proficiency  Test  Programs,  July,  1 8 

Biological  Resistant  Clothing  (Henry),  May, 

77 

Mission  to  Budapest  (Azzara),  Jan.,  20 

32 

Presents  Tour  Award  to  H.  Kihira,  K. 

Regulations  Governing  Committee  Opera- 

Railfanning  [Schlatter]  (People),  Oct.,  96 

Matsuoka,  T.  Murata,  and  S.  Ito,  Mar.,  67 

tions  Revised,  July,  1 6 

Reducing  Chain  Saw  Standards  (Meyer), 

Symposium  on  Application  of  Accelerated 

ASTM  Nominating  Committee: 

May,  28 

Corrosion  Tests  to  Service  Life  Prediction  of 

Accepting  Nominations  for  Society  Offices 

ASTM  Committee  F-25  on  Shipbuilding: 

Materials,  Sept.,  22 

(ASTM  Update),  Mar.,  4;  Apr.,  4 

Eight  Standards  Adopted  by  U.S.  Coast 

Symposium  on  Microbiological  ly  Influenced 

Members  Appointed,  Apr.,  70 

Guard,  Apr.,  1 4 

Corrosion  Testing,  Sept.,  23 

ASTM  Officers  Conference: 

ElectsC.H.  Piersall  New  Chairman,  Aug.,  67 

Symposium  on  Slow  Strain  Rate  Testing:  Re- 

Held  Sept.  23-24  in  Philadelphia,  Jan.,  1 4 

Holds  One-Day  Seminar  on  ISO  9000 

search  and  Engineering  Applications,  Mar., 

Officers'  Conference  (Shop  Talk),  Sept.,  8 

(ASTM  Update),  Nov.,  4 

23 

ASTM  Publications: 

Presents  1991  Haas  Award  to  H.F.  Greiner, 

To  Develop  Standards  Using  Electrochemical 

A  Look  at  Our  Books  (Inside  SN),  Oct.,  1 

Apr.,  77 

Impedance  Technology,  May,  1 3 

ASTM  Publications  Program  (Meltzer),  Oct., 

Presents  1 992  Haas  Award  to  R.W.  Butler, 

Workshop  Planned  for  November  (ASTM 

23 

Sept.,  76 

Update),  Sept.,  4 

Charles  B.  Dudley  Medal  Award  (St.  John), 

F25.04  on  Hull  Structures: 

G01 .05  on  Laboratory  Corrosion  Tests: 

Oct.,  56 

Developing  Guide  for  Selecting  Towing 

Revising  B  1 1 7,  Feb.,  15 

Compilations  of  ASTM  Standards  (Zajdel), 

Vessel  Escorts forOilTank  Vessels, Oct., 

ASTM  Committee  G-2  on  Wear  and  Erosion: 

Oct.,  46 

12 

Elects  P.A.  Swanson  New  Chairman,  June,  79 

History  of  the  Book  of  Standards  (Storer), 

F25.1 3  on  Piping  Systems: 

Presents  Award  of  Merit  to  R.G.  Bayer,  Aug., 

Oct.,  28 

Completes  Work  on  F 1387,  July,  21 

64 

Production  T  rends  (Vieth),  Oct.,  32 

ASTM  Committee  F-26  on  Food  Service 

Seeking  Abstracts  forWorkshop  on  Selection 

Publications  Options  (Dernoga),  Oct.,  42 

Equipment: 

and  Use  of  Sample  Cleaning  Methods  for 

Publications  Services  (Hooper),  Oct.,  48 

Elects  H.P.  Jones  New  Chairman,  Aug.,  66 

Wear  Testing  (ASTM  Update),  Feb.,  6 

Recycling  ASTM  Standards  (Musser),  Oct.,  60 

Launching  Task  Groups  on  Refrigerators/ 

Symposium  on  Wear  Test  Selection  for  De- 

Standardization  News  (Gorman),  Oct.,  50 

Walk-in  Freezers,  Food  Processors,  Deep 

sign  and  Application,  Sept.,  24 

Using  Computers  to  Speed  Up  the  Publica- 

Fat  Fryers,  and  Ice  Machines  (ASTM  Up- 

G02.1 0  on  Erosion  by  Liquids  and  Solids: 

tion  Process  (Storer,  Gebremedhin,  Jones, 

date).  Mar.,  4 

Revises  G  32,  Nov.,  1 4 

Peters,  Shupak),  Oct.,  38 

F26.04  on  Mechanical  Preparation  Equip- 

G02.20  on  Computerization  in  Wear  and 

ASTM  Symposia: 

ment: 

Erosion: 

Accelerated  and  Outdoor  Durability  Testing 

Developing  Standards  on  Commercial 

Formed  (ASTM  Update),  Nov.,  4 

(G-3),  Oct.,  20 

Refrigerator/Freezer  Equipment  and 

ASTM  Committee  G-3  on  Durability  of 

ACritical  Look  at  the  Use  of  Waste  Materials 

Food  Slicing  and  Processing  Machines, 

Nonmetallic  Materials: 

in  Hot-Mix  Asphalt  (D-4),  Sept.,  22 

Aug.,  15 

Symposium  on  Accelerated  and  Outdoor 

AppI  ication  of  Accelerated  Corrosion  Tests  to 

i; 

ASTM  Committee  F-27  on  Snow  Skiing: 

Durability  Testing,  Oct.,  20 

Seivice  Life  Prediction  of  Materials  (G-1 ), 

Holds  Workshop  on  Snow  Skiing  (ASTM 

G03.07  on  Liaison  and  Harmonization: 

Sept.,  22 

Update),  July,  4 

Formed,  May,  18 

Assignment  of  the  Glass  T ransition  (E-37), 

Skiing  Injuries  are  Going  Downhill  (Roberts), 

ASTM  Committee  G-4  on  Compatibility  and 

Dec.,  12 

June,  28 

Sensitivity  of  Materials: 

ASTM  Johnson  Conference  1992  (D-22), 

F27.50  on  Shop  Practices: 

Forms  NewTask  Groupon  Chlorofluorocar- 

Apr.,  19 

Revising  F 1 063,  F 1 064  and  F 1 065  (ASTM 

bon  ReplacementforCleaning Seeks  Inter- 

Automation  of  Fatigue  and  Fracture  Testing 

Update),  Aug.,  4 

ested  Laboratories  and  Suppliers  (ASTM 

and  Analysis  (E-9),  Apr.,  1 7 

ASTM  Committee  F-29  on  Anesthetic  and 

Update),  July,  5 

Biomaterials'  Mechanical  Properties  (F-4), 

Respiratory  Equipment: 

Presents  Award  of  Merit  to  R.E.  Lowrie,  July, 

Mar.,  22 

Reviewing  F  960and  F 1 204  (ASTM  Update), 

75 

Characterization  and  Performance  of  Cal- 

July,  4 

Presents  Award  of  Merit  to  J.M.  Stoltzfus, 

cium  Phosphate  Coatings  for  Implants  (F- 

ASTM  Committee  F-30  on  Emergency 

July,  75 

4),  Sept.,  22 

Medical  Services: 

Symposium  on  Replacement  of  Chlorofluo- 

Composite  Materials:Testingand  Design(D- 

F30.01  on  EMS  Equipment: 

rocarbon  (CFC)  Fluids  in  the  Cleaning  of 

30),  Mar.,  22 

Developing  Standards  for  Water  Vehicles 

Oxygen  and  Aerospace  Systems  and  Com- 

Compression  Response  of  Composite  Struc- 

for  Emergency  Medical  Service,  Feb.,  1 7 

ponents,  June,  20 

tures  (D-30),  June,  20 

F30.02  on  Personnel,  Education,  and  Train- 

ASTM  Committee  on  Publications  (COP): 

Current  Trends  in  Cement  Standards  (C-1 ), 

ing: 

Charles  B.  Dudley  Medal  Award  (St.  John), 

July,  28 

Developing  Standards  for  Emergency 

Oct.,  56 

Cyclic  Deformation,  Fracture  and  Nondes- 

Medical  Dispatchers,  Sept.,  1 4 

News  of  the  Committee  on  Publications 

tructive  Evaluation  of  Advanced  Materials 

Organizes  Task  Group  on  Vehicle  Extrica¬ 
tion  Training  (ASTM  Update),  Feb.,  6 

(Committee  Focus),  Oct.,  7 

(E-9),  June,  20 
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Durability  and  Specification  Conformance 
Testing  of  Rock  Used  for  Erosion  Control 
(D-18),Apr.,17 

Effects  of  Radiation  on  Materials  (E-1 0),  Apr., 
17 

Environmental  Toxicology  and  Risk  Assess¬ 
ment  {E-47),  Mar.,  22 

Exterior  Insulation  and  Einish  Systems  (EIES): 
Performance  of  EIES  Worldwide  (C-1 1 ,  E- 
6),  July,  28 

Eire  and  Elammability  of  Furnishings  and 
Contents  of  Buildings  (E-5),  Sept.,  22 
Fractography  of  Modern  Engineering  Ma¬ 
terials  II  (D-30,  E-24),  Mar.,  22 
Fracture  Mechanics  (E-24),  May,  25 
Geosynthetic  Soil  Reinforcement  Testing 
Procedure  (D-35),  Nov.,  22 
Hydrau  I  ic  Conductivity  and  Waste  Contami¬ 
nant  T  ransport  (D-l  8),  Nov.,  22 
Masonry:  From  Design  and  Construction  to 
Problems  and  Repair  {C-1 ,  C-7,  C-1 2,  C- 
15),  Sept.,  23 

Microbiologically  Influenced  CorrosionTest- 
ing(G-l),  Sept.,  23 

Modeling  Indoor  Air  Quality  and  Exposure 
(D-22),  Feb.,  21 

Pestic  ide  Formulations  and  AppI  ications  Sys¬ 
tems  {E-35),  June,  20 

Polymer-Modified  Hydraulic-Cement  Mix¬ 
tures  (C-9),  Apr.,  1 8 

Replacement  of  Chlorofluorocarbon  (CFC) 
Fluids  in  theCleaning  of  Oxygen  and  Aero¬ 
space  Systems  and  Components  {G-4), 
June,  20 

Quality  and  StatisticsiTotal  Quality  Manage¬ 
ment  (E-1 1 ),  Dec.,  1 2 
Safety  in  Ice  Hockey  (F-8),  Mar.,  23 
Science  and  Technology  of  Building  Seals 
and  Sealants  (C-24),  Nov.,  22 
Slow  Strain  Rate  Testing:  Research  and  Engi¬ 
neering  Applications,  Mar.,  23 
Small  Specimen  Test  Techniques  and  Their 
Application  to  Nuclear  Reactor  Vessel 
Thermal  Annealing  and  Plant  Life  Exten¬ 
sion  (E-1 0),  Jan.,  23 

Structural  Integrity  of  Fasteners  (E-24),  Sept., 
24 

Wear  Test  Selection  for  Design  and  Applica¬ 
tion  (G-2),  Sept.,  24 

Australian  Pavement  Research  Group 
(APRG): 

Establishes  Cooperative  Arrangement  with 
SHRP  (International  Update),  July,  15 

Awards: 

Award  of  Merit,  Apr.,  76;  July,  74;  Aug.,  64; 

Sept.,  73;  Nov.,  99;  Dec.,  66 
Award  of  Merit  Committee,  Apr.,  73 
Briggs  Award: 

Presented  to  L.  Mordfin,  June,  76 
Presented  to  R.R.  Hardison,  Aug.,  68 
Cavanaugh  Memorial  Award: 

Nominees  Sought,  Jan.,  70;  Feb.,  66 
Presented  to  R.  Baboian  and  M.R.  Green, 
Aug.,  68 

COP  Award  Presented  to  G.W.  Maupin  Jr., 
B.C.  Brown,  and  A.  Lichtenstein,  May,  66 
D-1 T  ask  Group  Chairman  of  the  Year  Award 
Presented  to  P.  Guevin,  Oct.,  83 
D-2  Award  of  Achievement  Presented  to 
E.A.  Thompson,  June,  76 
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D-2  Award  of  Appreciation  Presented  to  K. 
Strauss,  Aug.,  80 

D-20  Award  of  Excellence  Presented  to  A.J. 
Flint,  July,  73 

Dana  Award  Nominees  Sought,  Nov.,  95 
DeBellisAward  Presented  toH.  Dambacher, 
Feb.,  64 

DeWitt  Smith  Award  Presented  to  J.  Skelton, 
Jan.,  75 

Dudley  Award: 

1991  Award  Presented  to  S.W.  Dean  and 
E.C.  Rhea,  Jan.,  74 

1992  Nominees  Sought,  June,  72;  July,  70 
Green  Award  Presented  to  F.R.  Duffey,  May, 

69 

Haas  Award  Presented  to  R.W.  Butler,  Sept., 
76 

Hague  Award  Presented  to  C.H.  Bucknam, 
Feb.,  64 

Hecht  Award  Presented  to  B.A.  Malo,  Oct., 
83 

Hogentogler  Award  Presented  to  B.L.  Kutter, 
N.Sathialingam,andL.R.  Herrmann,  Sept., 
76 

Hubbard  Award  Presented  to  J.  Epps,  June, 
76 

Irwin  Medal  Presented  to  H.A.  Ernst,  July,  72 
Johnson  Award  Presented  to  T.O.  Rouse, 
Sept.,  76 

JOTE Award  Presented  to  W.J.  Baxter,  Jan., 
74 

Norton  Scholarship  Presented  to  J.S. 
Wheeler,  May,  69 

Ogden  Award  Presented  to  M.  Schussler, 
Jan.,  74 

Reinhart  Award: 

1991  Award  Presented  to  C.A.  Sperati, 
Feb.,  64 

1992  Award  Presented  to  M.V.  Newton, 
Nov.,  98 

1993  Nominees  Sought,  Dec.,  63 
Sargent  Award  Presented  to  P.L.  Strigner, 

Aug.,  69 

Scribner  Award  Presented  to  J.l.  Schultz, 
Jan.,  75 

Tour  Award  Presented  to  H.  Kihira,  K. 

Matsuoka,  T.  Murata,  and  S.  Ito,  Mar.,  67 
Voss  Award: 

Nominees  Requested,  Mar.,  64 
1991  Award  Presented  to  R.L.  Fricklas, 
May,  69 

AWS: 

see  American  Welding  Society 

B _ 

Baboian,  Robert: 

Receives  Cavanaugh  Award,  Aug.,  68 

Barnett,  P.D.: 

Elected  New  Chairman  of  E-30,  July,  76 

Bartosic,  A.J.: 

Named  Trustee  of  ISR  Board,  Nov.,  1 01 

Baumann,  P.F.: 

Elected  New  Chairman  of  B-7,  July,  76 

Baxter,  W.J.: 

Receives  yOTf  Award,  Jan.,  74 

Bayer,  R.G.: 

Receives  Award  of  Merit  from  G-2,  Aug.,  64 

BCIQ: 

see  Bureau  of  Commodity  Inspection  and 
Quarantine 


Bioceramics  Institute: 

Operating  out  of  New  York  State  College  of 
Ceramics  (National  Update),  Feb.,  7 
Biological  Effects  and  Environmental  Fate: 

see  ASTM  Committee  E-47 
Blair,  |.A.: 

Named  Chairman  of  ISR  Board,  Nov.,  100 
BOCA: 

see  Building  Officials  and  Code  Administra¬ 
tors  International 

Bond,  L.F.: 

Elected  New  Chairman  of  E-44,  Sept.,  74 

Boova,  A.A.: 

Receives  Award  of  Merit  from  C-3,  July,  74 
Bourcier,  G.F.: 

Elected  New  Chairman  of  D-34,  July,  76 
Nominated  to  Board  of  Directors,  Sept.,  71 

Bradbury,  L.C.: 

Receives  Award  of  Merit  from  F-1 7,  July,  74 
British  Standards  Institution  (BSD: 

Elects  Michael  Sanderson  to  Chief  Executive 
Post  (International  Update),  Jan.,  6 
Establishes  Office  in  U.S.  (International  Up¬ 
date),  Nov.,  7 
Brown,  B.C.: 

Receives  COP  Award,  May,  66 

BSI: 

see  British  Standards  Institution 

Bucknam,  C.H.: 

Receives  HagueAward  from  CommitteeE-1 , 
Feb.,  64 

Building  Officials  and  Code  Administrators 
International  (BOCA): 

Develops  Common  Code  and  Standard  For¬ 
mat  with  Al  A  and  SFPE  (National  Update), 
Dec.,  5 

Building  Seals  and  Sealants: 

see  ASTM  Committee  C-24 
Bureau  of  Commodity  Inspection  and 
Quarantine  (BCIQ): 

Signs  MOU  with  UL  (International  Update), 
Jan.,  6 

Bureau  of  Indian  Standards: 

Representatives  Visit  ASTM  Headquarters, 
July, 71 

Standardization  in  India (Bhullar,Cangahar), 
Dec.,  50 

Butler,  R.W.: 

Receives  Haas  Award  from  F-25,  Sept.,  76 

c _ 

Canadian  Portland  Cement  Association: 

Co-sponsoring  Symposium  on  Cement  In¬ 
dustry  Solutions  to  Waste  Management  (I  n- 
ternational  Update),  Mar.,  6 
Canadian  Standards  Association  (CSA): 
Opens  Brussels,  Belgium,  Office  (Interna¬ 
tional  Update),  Sept.,  6 
Process  in  Place  under  MOU  with  UL  (Inter¬ 
national  Update),  July,  1 5 
Signs  MOU  with  ASSE  (National  Update), 
Apr.,  5 

Carbon  Black: 

see  ASTM  Committee  D-24 
Castino,  G.T.: 

Nominated  to  Board  of  Directors,  Sept.,  71 
Catalysts: 

see  ASTM  Committee  D-32 

Cement: 

see  ASTM  Committee  C- 1 


SUBJECT  INDEX 


CEN: 

see  European  Committee  forStandardization 

CENELEC: 

see  International  Committee  for  Electrotech¬ 
nical  Standards 

Ceramic  Whitewares: 

see  ASTM  Committee  C-2 1 
Chemical-Resistant  Nonmetallic  Materials: 

see  ASTM  Committee  C-3 
Chmielnicki,  F.|.: 

Elected  New  Chairman  of  D-26,  June,  77 

CIEF: 

see  Coatings  Industry  Education  Eund 
Coal  and  Coke: 

see  ASTM  Committee  D-5 
Coatings  Industry  Education  Fund  (CIEF): 
Accepting  Manuscript  Entries  for  1 992  Roon 
Awards  Competition  (National  Update), 
Jan.,  5 

Cohen,  Arthur: 

Appointed  1 992  T  reasurerof  ASTM,  Feb.,  65 
Presents  B-5  Award  of  Appreciation  to  L. 
Gutman,  Apr.,  13 

Receives  SES  Moore  Award,  Oct.,  80 
Compatibility  and  Sensitivity  of  Materials: 

see  ASTM  Committee  G-4 
Computerization  of  Material  and  Chemical 
Property  Data: 
see  ASTM  Committee  E-49 
Computerized  Systems: 

see  ASTM  Committee  E-3 1 
Concrete  and  Concrete  Aggregates: 

see  ASTM  Committee  C-9 
Construction  Industry  Dispute  Avoidance 
and  Resolution  Task  Force  (DART): 

Formed  (National  Update),  Aug.,  5 
Construction  Metrication  Council: 

Metric  in  Construction  (Brenner),  Nov.,  38 
Construction  Products  Directive: 

EC  1992  and  the  Construction  Prrxiucts  Di¬ 
rective  (Mackay),  Feb.,  48 
Construction  Specifications  Institute  (CSI): 
Charters  First  International  Chapter  in  Juarez, 
Mexico  (International  Update),  Nov.,  7 
Commissioned  to  Research  Highway  Speci¬ 
fication  Formats  for  Standardization  (Na¬ 
tional  Update),  Jan.,  5 

CSI— A  Force  in  the  Construction  Industry, 
Nov.,  28 

Construction  Specifiers: 

A  Specifier's  View  of  ASTM  Standards,  Nov., 
34 

Consumer  Products: 

see  ASTM  Committee  E- 15 
Consumer  Product  Safety  Commission 
(CPSC): 

Requests  ASTM  to  Organize  Activity  on  Five- 
Gallon  Plastic  Containers,  May,  14 

Converse,  J.D.: 

Named  1993  TrusteeofISR  Board,  Nov.,  100 

Coons,  T.W.: 

Elected  New  Chairman  of  C-27,  July,  76 
COP: 

see  ASTM  Committee  on  Publications 

COPANT: 

see  Pan  American  Commission  on  Technical 
Standards 

Copper  and  Copper  Alloys: 

see  ASTM  Committee  B-5 


Corrosion  Association  of  Singapore: 

NACE  Asian  Conference  to  Be  Held  in  Sep¬ 
tember  (International  Update),  July,  1 4 
Corrosion  of  Metals: 

see  ASTM  Committee  G- 1 
COT: 

see  ASTM  Committee  on  Terminology 
CPSC: 

see  Consumer  Product  Safety  Commission 

CSA: 

see  Canadian  Standards  Association 
CSI: 

see  Construction  Specifications  Institute 

CSS  NDT: 

see  Czechoslovak  Society  for  Nondestmctive 
Testing 

Czechoslovak  Society  for  Nondestructive 
Testing  (CSS  NDT): 

Signs  Agreement  with  ASNT  (International 
Update),  July,  1 5 

D _ 

Dambacher,  Heinrich: 

Receives  DeBellis  Award  from  E-28,  Feb.,  64 

DART: 

see  Construction  Industry  Dispute  Avoidance 
and  Resolution  Task  force 

Dean,  S.W.: 

Receives  Dudley  Award  from  ASTM,  Jan.,  7 

DOD: 

see  U.S.  Department  of  Defense 

DOE: 

see  U.S.  Department  of  Energy 

Duffey,  F.R.: 

Receives  Green  Award  from  D-1 5,  May,  69 
Durability  of  Nonmetallic  Materials: 
see  ASTM  Committee  G-3 

E _ 

EC: 

see  European  Community 

EDI: 

see  Electronic  Data  Interchange 

Edmunds,  W.M.: 

Nominated  to  Board  of  Directors,  Sept.,  71 

EG&G  Rocky  Flats: 

Launches  AWS  Precision  Joining  Center 
with  AWS  and  DOE  (National  Update), 
Dec.,  5 

EIFS: 

see  Exterior  Insulation  and  finish  Systems 
Electrical  and  Electronic  Insulating  Materials: 

see  ASTM  Committee  D-9 
Electrical  Conductors: 

see  ASTM  Committee  B- 1 
Electrical  Insulating  Liquids  and  Gases: 

see  ASTM  Committee  D-27 
Electrical  Protective  Equipment  for  Workers: 

see  ASTM  Committee  E- 18 
Electronic  Data  Interchange  (EDI): 

Four  International  Standards  Agencies  Agree 
to  Work  Toward  an  Interagency  Coalition 
for  the  Coordination  of  Standards  for  EDI 
(International  Update),  July,  14 
Electronics: 

see  ASTM  Committee  E- 1 

Elinski,  D.A.: 

Named  Trustee  of  ISR  Board,  Nov.,  101 
Emergency  Medical  Services: 
see  ASTM  Committee  E-30 


Engineering  Foundation: 

Accepting  Nominations  for  Engineering  Jour¬ 
nalism  Award  (National  U(xlate),  (Dec.,  5 
Environmental  Acoustics: 

see  ASTM  Committee  E-33 
EOTC: 

see  European  Organization  for  Testing  and 
Certification 

EPA: 

see  U.S.  Environmental  Protection  Agency 

Eppler,  RA.: 

Elected  New  Chairman  of  C-21 ,  July,  76 
Epps,  John: 

Receives  Hubbard  Award  from  D-4,  June,  76 
ESA: 

see  Ethiopian  Authority  for  Standardization 

Ethiopia: 

Standards  System  of  Ethiopia  (Tedia),  Dec.,  40 

Ethiopian  Authority  for  Standardization 
(ESA): 

Standards  System  of  Ethiopia  (Tedia),  Dec.,40 
European  Committee  for  Electrotechnical 
Standardization  (CENELEC): 

Elects  New  President  (International  Update), 
May,  6 

European  Committee  for  Standardization 
(CEN): 

Develops  Two  Safety  Standards  for  Machin¬ 
ery  (International  Update),  Jan.,  6 
Elects  New  President  (International  Update), 
May,  6 

European  Community  (EC): 

Commission  Organizing  Competition  for 
Journalism  (International  Update),  Sept.,  7 
EC  1992  and  the  Construction  Products  Di¬ 
rective  (Mackay),  Feb.,  48 
Standardization  in  lndia(Bhullar,Gangahar), 
Dec.,  50 

Standards  Association  of  Zimbabwe  (Wil¬ 
liams),  Dec.,  46 

Washington  Delegation  Publishes"TheEuro- 
peanCommunity  intheNineties,"  (Interna¬ 
tional  Update),  July,  15 

European  Organization  for  Testing  and 
Certification  (EOTC): 

Formally  Recognizes  ELSECOM  to  Coordi¬ 
nate  Mutual  Recognition  Agreements  (In¬ 
ternational  Update),  Sept.,  5 
European  Welding  Federation  (EWF): 
Established  to  Take  over  Role  of  European 
Council  forCooperation  in  Weldingdnter- 
national  Update),  July,  15 
EWF: 

see  European  Welding  federation 
Exterior  Insulation  and  Finish  Systems  (EIFS): 
Standards  Development  for  Exterior  Insula¬ 
tion  and  Finish  Systems  (EIFS)  (Williams 
and  Williams),  Nov.,  54 

F _ 

FAA: 

see  Federal  Aviation  Administration 

Farkas,  Emery: 

An  Interview  with  the  1 992  Chairman  of  the 
ASTM  Board  of  Directors,  Jan.,  26 
The  1 992  Chairman  (Inside  SN),  Jan.,  1 
Word  from  the  Chairman,  Apr.,  8;  June,  8; 
July,  8;  Nov.,  8;  Dec.,  8 
Farrar,  Harry,  IV: 

Receives  Award  of  Merit  from  E-1 0,  Nov.,  99 
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Fasteners: 

see  ASTM  Committee  F- 1 6 

Fatigue: 

see  ASTM  Committee  E-9 
Federal  Aviation  Administration  (FAA): 
Technical  Center  at  AtlanticCity  International 
Airport  and  U.S.  Army  Corps  of  Engineers 
Sign  Interagency  Agreement  (National 
Update),  Aug.,  5 

Federation  of  Analytical  Chemistry  and 
Spectroscopy  Societies  (FACSS): 

To  Hold  Annual  Meeting  in  September  (Na¬ 
tional  Update),  Jan.,  5 
Fences: 

see  ASTM  Committee  F- 1 4 

FHWA: 

see  U.S.  Federal  Highway  Administration 

Filtration: 

see  ASTM  Committee  F-2 1 

Fire  Standards: 

see  ASTM  Committee  E-5 

Fleming,  Curt: 

Receives  Student  Paper  Award  from  F-4,  Oct., 
81 
Food: 

see  ASTM  Committee  F- 1 0 
Food  Service  Equipment: 

see  ASTM  Committee  F-26 
Forensic  Sciences: 

see  ASTM  Committee  E-30 
Fracture  Testing: 

see  ASTM  Committee  E-24 
Fricklas,  R.L.: 

Receives  Voss  Award  from  D-8,  May,  69 

Frobel,R.K.: 

Receives  Award  of  Merit  from  D-35,  Sept., 
73 

From  the  Institute: 

ISR  Assists  VAMAS  International  Advanced 
Ceramics  Program  Ouliani),  May,  8 
ISR  Completes  First  Round  of  Testing  and 
Analysis  (Lane),  Sept.,  9 
ISR  Project  to  Study  International  Skid  Resis¬ 
tance  Techniques  (juliani),  July,  13 
ISR  Project  Works  to  Computerize  Medical 
Records  Ouliani),  Jan.,  9 
ISR  to  Help  Committee  D-1 8  Establish  Stan¬ 
dard  Soils  and  Precision  Statements 
Ouliani),  Mar.,  12 

Preliminary  Findings  of  Study  Explain  why 
Clothes  Don't  Fit  Some  Women  55  and 
Older  (Lane),  Nov.,  19 

G _ 

Gaarenstroom,  S.W.: 

Elected  New  Chairman  of  E-42,  June,  77 

Gaskets: 

see  ASTM  Committee  F-3 
Geosynthetics: 
see  ASTM  Committee  D-35 

Graber,  H.C.: 

Receives  Award  of  Merit  from  E-7,  Nov.,  99 

Graboff,  Paul: 

Elect^  New  Chairman  of  D-20,  July,  77 

Green,  G.W.: 

Elected  New  Chairman  of  C-1 1 ,  June,  77 

Green,  M.R.: 

Receives  Cavanaugh  Award,  Aug.,  68 

Greiner,  H.F.: 

Receives  Haas  Award  from  F-25,  Apr.,  77 


Gross,  J.G.: 

Elected  New  Chairman  of  E-6,  June,  77 

Guevin,  Paul: 

Receives  Task  Group  Chairman  of  the  Year 
Award  from  D-1 ,  Oct.,  83 

Gutman,  Lee: 

Receives  Award  of  Appreciation  from  B-5, 
Apr.,  12 

Gypsum  and  Related  Building  Materials: 

see  ASTM  Committee  C- 1 1 

H _ 

Hack,  H.P.: 

Receives  Award  of  Merit  from  G-1 ,  Apr.,  76 
Hale,W.N.,Jr.: 

Elected  New  Chairman  of  E-1 2,  July,  77 
Halogenated  Organic  Solvents: 
see  ASTM  Committee  D-26 

Hardison,  R.R.: 

Receives  Briggs  Award  from  E-7,  Aug.,  68 

Hartzell,G.E.: 

Elected  NewChairmanofE-5,  Aug.,  66 

Hauser,  Karl: 

Receives  Award  of  Merit  from  C-1 ,  Nov.,  99 

Hazard  Potential  of  Chemicals: 

see  ASTM  Committee  E-27 
Herrmann,  L.R.: 

Receives  Hogentogler  Award  from  D-1 8, 
Sept.,  76 

High  Modulus  Fibers  and  Their  Composites: 

see  ASTM  Committee  D-30 
Hinds,  ).A.: 

Elected  President  of  ISO  (International  Up¬ 
date),  Jan.,  6 

Holubec,  Z.M.: 

Receives  Award  of  Merit  from  D-2,  Apr.,  76 

Hudgens,  R.D.: 

Receives  Award  of  Merit  from  D-1 5,  July,  74 
Human  Factors  Society: 

Forms  New  Interest  Group  on  Ergonomics 
Research  (National  Update),  Oct.,  5 

Humphrey,  R.S.: 

Elected  New  Chairman  of  B-10,  Aug.,  66 

Hungarian  Office  for  Standardization 
(MSZH): 

Standardization  in  Hungary  (Ponyai),  Dec., 
32 

Hungary: 

Standardization  in  Hungary  (Ponyai),  Dec., 
32 

I  _ 

ICARMA: 

see  International  Council  ofAir-conditioning 
and  Refrigeration  Manufacturer's  Associa¬ 
tions 

ICBO: 

see  International  Conference  of  Building  Of¬ 
ficials 

ICDD: 

see  International  Centre  for  Diffraction  Data 

ICPS: 

see  International  Coalition  for  Procurement 
Standards 

lEC: 

see  International  Electrotechnical  Commis¬ 
sion 

IEEE: 

see  Institute  of  Electrical  and  Electronics  En¬ 
gineers 


IMA: 

see  International  Magnesium  Association 

IMGC: 

see  Instituto  di  Metrologie  "G.  Colonetti" 

India: 

Standardization  in  lndia(Bhullar,Gangahar), 
Dec.,  50 

Industrial  Chemicals: 

see  ASTM  Committee  E- 15 
Industrialized  Buildings  Commission,  an 
Interstate  Compact: 

Establishes  Goals  to  Support  Mission  State¬ 
ment  (National  Update),  July,  7 
INES: 

see  International  Nuclear  Event  Scale 

In  My  Opinion: 

Sports  Safety  Standards  and  Sports  Safety 
(Milner),  June,  11 
Inside  SN: 

1992  Chairman  (Schindler),  Jan.,  1 

1993  Editorial  Calendar  (Schindler),  Sept.,  1 
A  Day  for  a  Dip  (Schindler),  Feb.,  1 

A  Look  at  Our  Books  (Schindler),  Oct.,  1 
Medical  Gloves  (Schindler),  Aug.,  1 
Practical  Standards  Training  (Schindler), 
Mar.,  1 

Practicing  Safe  Sports  (Schindler),  June,  1 
Risky  Business  (Schindler),  May,  1 
Specs  and  Codes  (Schindler),  Nov.,  1 
Today's  World  (Schindler),  July,  1 
Years  of  Practice  (Schindler),  Apr.  1 
Standards  Around  the  World  (Schindler), 
Dec.,  1 

Institute  for  Standards  Research  (ISR): 

1993  ISR  Board  Officers  Approved,  Nov.,  100 
ASTM  Institute  for  Standards  Research — A 
Vision  for  the  Future  (Word  from  the 
Chairman),  Nov.,  8 

ISR  Assists  VAMAS  International  Advanced 
Ceramics  Program  (From  the  Institute), 
May,  8 

ISR  Completes  First  Round  of  Testing  and 
Analysis  (From  the  Institute),  Sept.,  9 
ISR  Project  to  Study  International  Skid  Resis- 
tanceTechniques  (From  the  Institute),  July, 
13 

ISR  Project  Works  to  Computerize  Medical 
Records  (From  the  Institute),  Jan.,  9 
ISR  to  Help  Committee  D-18  Establish  Stan¬ 
dard  Soils  and  Precision  Statements  (From 
the  Institute),  Mar.,  1 2 

Preliminary  Findings  of  Study  Explain  Why 
Clothes  Don't  Fit  Some  Women  55  and 
Older  (From  the  Institute),  Nov.,  1 9 
PubI  ishes  ASTM  Standards  and  Related  Pub¬ 
lications  Applicable  to  Environmental 
Monitoring  and  Management  (Environ¬ 
mental  Update),  June,  7 
Publishes  Index  of  ASTM  Standards  and  Re¬ 
lated  Publications  Applicable  to  Environ¬ 
mental  Monitoring  and  Management  (En¬ 
vironmental  Update),  Feb.,  8;  Aug.,  6 
Publishes  The  Directory  of  ASTM  Standards 
and  Related  Publications  Applicable  to 
Environmental  Monitoring  and  Manage¬ 
ment  (Environmental  Update),  Apr.,  6 
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Institute  of  Electrical  and  Electronics 
Engineers  (IEEE): 

DevelopingMetric  Policy  (National  Update), 
Nov.,  5 

Institute  of  Packaging  Professionals  (loPP): 
Conducting  Annual  AmeriStar  Packaging 
Competition  (National  Update),  )une,  5 
Institute  di  Metrologie  "G.  Colonetti" 

(IMGC): 

Launches  Program  in  Collaboration  with 
NIST  (International  Update),  Jan.,  7 
Intelligent  Vehicle  Highway  Systems  of 
America  (IVHS  AMERICA): 

Serving  as  Advisory  Committee  to  U.S.  DOT 
(National  Update),  May,  5 
Intermodal  Surface  T  ransportation  and 
Efficiency  Act: 

Establishes  Five  New  Institutes  for  Transpor¬ 
tation  Research  and  Education  (National 
Update),  Oct.,  5 

International  Centre  for  Diffraction  Data 
(ICDD): 

Awards  1992  Crystallography  Scholarships 
(International  Update),  Mar.,  7 
Seeking  AppI  icants  for  1 993  Crystal  lography 
Scholarships  (International  Update),  July, 
14 

International  Coalition  for  Procurement 
Standards  (ICPS): 

Sponsoring  Program  on  Use  of  ASTM  Stan¬ 
dards  in  the  Purchasing  Community 
(ASTM  Update),  Mar.,  4 
ToMeet  in  Novemberdnternational  Update), 
Nov.,  6 

International  Colour  Association  (AlC): 

Celebrates  25th  Anniversary  (International 
Update),  Mar.,  6 

International  Conference  of  Building 
Officials  (ICBO): 

ASTM  Standards  and  the  Uniform  Building 
Code  (Bihr),  Nov.,  25 

International  Council  of  Air-conditioning  and 
Refrigeration  Manufacturers'  Associations 
(ICARMA): 

Agree  to  Recommended  Accelerated  Con¬ 
trols  for  CFCs  and  HCFCs  (International 
Update),  May,  6 

International  Electrotechnical  Commission 
(lEC): 

joins  Coalition  to  Standardize  EDI  (Interna¬ 
tional  Update),  July,  1 4 
Undertaking  Joint  Study  with  ISO  (Interna¬ 
tional  Update),  Sept.,  7 
International  Magnesium  Association  (IMA): 
Accept!  ng  Nominations  for  Awards  of  Excel¬ 
lence  (National  Update),  Nov.,  5 
International  Nuclear  Event  Scale  (INES): 
Recommended  for  Formal  Adoption  for 
Nuclear  Power  Plants  (International  Up¬ 
date),  May,  7 

International  Organization  for  Standard¬ 
ization  (ISO): 

ASTM  Fleadquarters  Site  of  ISO  Petroleum 
Meeting,  Sept.,  18 

ASTM  FHosts  ISO  Meeting  on  Powder  Metal¬ 
lurgy,  Sept.,  1 7 

Elects  J.A.  Hinds  President  (International  Up¬ 
date),  Jan.,  6 

Joins  Coalition  to  Standardize  EDI  (Interna¬ 
tional  Update),  July,  1 4 


Undertaking  Joint  Study  with  lEC  (Interna¬ 
tional  Update),  Sept.,  7 
International  Rope  Science  Workshop: 

To  Be  Held  Nov.  9-11  (National  Update), 
Aug.,  5 

International  Standardization: 

Lithuanian  State  Standardization  Office 
(Gaucys),  Dec.,  36 
Singapore  and  SISIR  (Sim),  Dec.,  24 
Standardization  in  Hungary  (Ponyai),  Dec., 
32 

Standardization  in  lndia(Bhullar,Gangahar), 
Dec.,  50 

Standards  Association  of  Zimbabwe  (Wil¬ 
liams),  Dec.,  46 

Standards  Institution  of  Israel  (Hadar),  Dec., 
28 

Standards  System  of  Ethiopia  (Tedia),  Dec.,  40 

International  Symposium  on  Environmental 
Contamination  in  Central  and  Eastern 
Europe: 

Call  for  Papers  (Environmental  Update),  Apr., 

7 

International  Telecommunication  Union: 

Joins  Coalition  to  Standardize  EDI  (Interna¬ 
tional  Update),  July,  1 4 
International  Union  of  Testing  and  Research 
Laboratories  (RILEM): 

Hosting  Fourth  International  Symposium  on 
Fibre  Cement  Composites  (International 
Update),  Mar.,  6 

Hosting  Third  International  Conference  on 
Concrete  in  Hot  Climates  (International 
Update),  May,  7 

Inter-Sdciety  Color  Council  (ISCC): 

Launches  Activity  on  Improved  Colorimetry 
(National  Update),  Sept.,  5 

loPP: 

see  Institute  of  Packaging  Professionals 
Iron  Castings: 
see  ASTM  Committee  A-4 

ISCC: 

see  Inter-Society  Color  Council 

Iske,  S.DA.: 

Receives  Award  of  Merit  from  D-22,  July,  74 

ISO: 

see  International  Organization  for  Standard¬ 
ization 

ISR: 

see  Institute  for  Standards  Research 

Israel: 

Standards  Institution  of  Israel  (Hadar),  Dec., 
28 

Ito,  Satoshi: 

Receives  Tour  Award  from  G-1 ,  Mar.,  67 

IVHS  AMERICA: 

see  Intelligent  Vehicle  Highway  Society  of 
America 

I  - 

Jacox,  J.W.: 

Elected  New  Chairman  of  F-21 ,  Aug.,  66 

jeanes,  D.C.: 

Nominated  to  Board  of  Directors,  Sept.,  72 
Johnson,  A.I.: 

Partners  (People),  Jan.,  88 

Jones,  H.P.: 

Elected  New  Chairman  of  F-26,  Aug.,  66 

lOTE: 

see  Journal  of  Testing  and  Evaluation 


foumal  of  Testing  and  Evaluation  (fOTE): 

D.R.  Petersen  Named  NewTechnical  Editor, 
Feb.,  68 

yOTf  Award  Presented  to  W.J.  Baxter,  Jan., 
74 

K _ 

Kihira,  Hiroshi: 

Receives  Tour  Award  from  G-1 ,  Mar.,  67 
Korean  Standards  Association: 

Sponsoring  International  Convention  on 
Quality  Control  Circles  (International  Up¬ 
date),  Mar.,  7 
Kuntze,  R.A.: 

Receives  Award  of  Merit  from  C-1 1 ,  Aug.,  64 

Kutter,  B.L.: 

Receives  Hogentogler  Award  from  D-18, 
Sept.,  76 

L _ 

Laaly,  Heshmat: 

Apostle  of  Roofing  (People),  Nov.,  1 1 2 
Laboratory  and  Inspection  Agency 
Evaluation  and  Accreditation: 
see  ASTM  Committee  E-36 
Laboratory  Apparatus: 

see  ASTM  Committee  E-4 1 
Ladd,  R.S.: 

Nominated  to  Board  of  Directors,  Sept.,  72 

Landrock,  A.H.: 

Receives  Award  of  Merit  from  D-20,  July,  74 

Langer,  P.H.: 

Elected  New  Chairman  of  F-1 ,  June,  78 

Lawson,  H.H.: 

Receives  LaQue  Award  from  G-1 

Leather: 

see  ASTM  Committee  D-3 1 

LeBleu,  J.B.: 

Elected  New  Chairman  of  D-33,  June,  78 

Letters  to  the  Editor: 

Coefficient  of  Friction — Response  to  Tech 
News,  May  Issue  (Whitehurst),  Sept.,  1 1 
Conceptually  Ordered  Terminology — Re¬ 
sponse  to  Wright's  Dec.  '91  Article  (Ellis), 
Mar.,  8 

Crib  Safety — Response  to  Tech  News,  Nov. 
'91  (Walsh),  Feb.,  11 

Measurement  Systems  (Kremenic),  Mar.,  8 
More  on  the  Mystery  Cover — Response  to 
Oct.  '91  Cover  (Beaton),  Feb.,  11 
Sports  Issue  Responses — Response  to  June 
Articles  (Oberta,  Fisher),  Sept.,  10 
Lichtenstein,  Abba: 

Receives  COP  Award,  May,  66 
Light  Metals  and  Alloys: 

see  ASTM  Committee  B-7 
Lime: 

see  ASTM  Committee  C-7 

Lithuania: 

Lithuanian  State  Standardization  Office 
(Gaucys),  Dec.,  36 

Lithuanian  State  Standardization  Office 
(LST): 

Lithuanian  State  Standardization  Office 
(Gaucys),  Dec.,  36 

Louzon,  T.J.: 

Elected  New  Chairman  of  B-5,  June,  78 

Lowrie,  R.E.: 

Receives  Award  of  Merit  from  G-4,  July,  75 

LST: 

see  Lithuanian  State  Standardization  Office 
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Malo,  B.A.: 

Receives  Hecht  Award  from  D-1 9,  Oct.,  83 
Manufactured  Masonry  Units: 
seeASTM  Committee  C- 15 

Marsh,  F.J.: 

Elected  New  Chairman  of  E-28,  Aug.,  66 
Masonry  Institute  of  Michigan: 

Forms  Multi-occupancy  Construction  Advi¬ 
sory  Council  (National  Update),  May,  5 
Materials  Education  Council: 

Calling  for  Experiments  for  NEW:Update  92 
(National  Update),  May,  5 
Materials  for  Thermostats,  Electrical  Heating 
and  Resistance,  Contacts  and  Connectors: 
see  ASTM  Committee  B-4 
Matsuoka,  Kazumi: 

Receives  Tour  Award  from  G-1 
Maupin,  G.W.: 

Receives  COP  Award,  May,  66 

MCAC: 

see  Multi-occupancy  Construction  Advisory 
Council 

McGill,  Robert: 

Receives  Award  of  Merit  from  D-1 0,  July,  75 
Mechanical  Testing: 

seeASTM  Committee  E-28 
Medical  and  Surgical  Materials  and  Devices: 

see  ASTM  Committee  F-4 
Melilli,  A.S.: 

Elected  New  Chairman  of  A-1 ,  July,  77 

Metallography: 

see  ASTM  Committee  E-4 
Metal  Powders  and  Metal  Powder  Products: 

seeASTM  Committee  B-9 
Moe,  H.S.: 

Receives  Award  of  Merit  from  D-1 6,  July,  75 
Molecular  Spectroscopy: 
see  ASTM  Committee  E- 13 

Moran,  G.C.: 

Nominated  for  Vice  Chairman  of  the  Board, 
Sept.,  70 

Mordfin,  Leonard: 

Receives  Briggs  Award  from  E-7,  June,  76 

Mortars  for  Unit  Masonry: 

see  ASTM  Committee  C- 1 2 

Moses,  T.M.: 

Named  Trustee  of  ISR  Board,  Nov.,  1 01 

Moyer,  R.C.: 

Elected  New  Chairman  of  D-24,  July,  77 

MSZH: 

see  Hungarian  Office  for  Standardization 

Multi-occupancy  Construction  Advisory 
Council  (MCAC): 

Formed  by  Masonry  Institute  of  Michigan 
(National  Update),  May,  5 

Murata,  Tomomi: 

Receives  Tour  Award  from  G-1 ,  Mar.,  67 

N _ 

NACE: 

see  National  Association  of  Corrosion  Engi¬ 
neers 

NAFTA: 

see  North  American  Free  Trade  Agreement 

NAS: 

see  National  Academy  of  Sciences 
National  Academy  of  Sciences  (NAS): 
Commissions  CSI  to  Research  Highway 
Specifications  Formats  for  Standardization 
(National  Update),  Jan.,  5 


National  Association  of  Corrosion  Engineers 
(NACE): 

ASTM  to  Co-sponsor  Managing  Corrosion 
with  Plastics  Symposium  (National  Up¬ 
date),  Dec.,  5 

NACE  Asian  Conference  to  Be  Held  in  Sep¬ 
tember  (International  Update),  July,  1 5 

National  Conference  on  Weights  and 
Measures  (NCWM): 

Working  to  Expand  National  Uniformity  in 
Inspection  of  Motor  Fuels  to  Include  Re¬ 
lated  Petroleum  Products  (National  Up¬ 
date),  July,  7 

National  Electrical  Manufacturers 
Association  (NEMA): 

Announces  Creation  of  North  American 
Electrotechnical  Standards  Harmonization 
Council  (National  Update),  Apr.,  5 

National  Engineers  Week  (NEW): 

To  Be  Held  in  February  (National  Update), 
Jan.,  5 

National  Fire  Protection  Association  (NFPA): 

Issues  Annual  Report  (National  Update), 
Oct.,  5 

National  Institute  of  Building  Sciences 
(NIBS): 

Conducting  Survey  on  Construction  Issues 
(National  Update),  Apr.,  5 
Developing  Database  of  Federal  and  State 
Lead-Based  Paint  Related  Laws,  Regula¬ 
tions  and  Guides  (Environmental  Update), 
Dec.,  7 

Pu  bl  i  shes  Mefr/c  Cu/c/e  for  Federal  Constmc- 
f/on  (National  Update),  Feb.,  7 

National  Institute  of  Standards  and 
Technology  (NIST): 

Adds  Eight  New  Refrigerants  to  REFPROP 
(National  Update),  June,  5 
Co-sponsoring  Polymer  Composites  Work¬ 
shop  (National  Update),  Jan.,  5 
Develops  New  SRM  on  DNA  Profiling  (Na¬ 
tional  Update),  Oct.,  5 
Establishes  Office  of  Research  and  Technol¬ 
ogy  Applications  (National  Update),  Mar., 
5 

Establishes  Two  MTCs  (National  Update), 
Sept.,  5 

Forms  Ceramic  Machining  Consortium  (Na¬ 
tional  Update),  Sept.,  5 
Group  of  Brochures  Lists  SRMs  (National 
Update),  Mar.,  5 

Invites  Participation  in  STEP  (International 
Update),  Nov.,  7 

Launches  Program  in  Collaboration  with  Ital¬ 
ian  IMGC  (International  Update),  Jan.,  7 
Proposes  Consortium  on  PolymerBlendsand 
Alloys  (National  Update),  Dec.,  5 
Publishes  Design  Manual  for  Smoke  Control 
Systems  (National  Update),  July,  7 
Publishes  NIST  Calibration  Services  Users 
Guide  1991  (National  Update),  Apr.,  5 
Publishes  Questions  and  Answerson  Quality, 
the  ISO 9000 Standard  Series,  Quality  Sys¬ 
tem  Registration,  and  Related  Issues  (Na¬ 
tional  Update),  Feb.,  7 
Publishes  Research  for  Electric  Energy — An 
Annual  Report  (National  Update),  Jan.,  5 
Publ  ishes  Standard  Reference  Materials  Cata¬ 
logue  {National  Update),  July,  7 
Publishes  Technical  Progress  Bulletin  {Na¬ 
tional  Update),  Feb.,  7 


Publishes  Use  of  NIST  Standard  Reference 
Materials  for  Decisions  on  Performance  of 
Analytical  Chemical  Methods  and  Labora¬ 
tories  (National  Update),  May,  5 
Requesting  Public  Comments  on  Proposal  to 
Establish  Voluntary  CASE  Program  (Na¬ 
tional  Update),  May,  4 
Revised  Malcolm  Baldrige  National  Quality 
Award  Handbook  for  1992  (National  Up¬ 
date),  Mar.,  5 

Screening  Potential  Replacements  for  Halon 
1301  (Environmental  Update),  Oct.,  6 
SignsCooperative  R&D  Agreementwith  Port¬ 
land  Cement  Association  (National  Up¬ 
date),  Oct.,  5 

National  Research  Council: 

Accepting  Applications  for  Resident,  Coop¬ 
erative,  and  Postdoctoral  Research 
Associateship  Programs  (National  Up¬ 
date),  Feb.,  7 

National  Science  Foundation  (NSF): 

AnnouncesOpeningof  Academic  Research 
Infrastructure  Program  (National  Update), 
Apr.,  5 

Develops  "HotTopics"  Search  Service  (Inter¬ 
national  Update),  Mar.,  7 
National  Science  Foundation  Center  for  Sci¬ 
ence  and  Technology  of  Advanced  Ce¬ 
ment-Based  Materials  (Shah),  Jan.,  52 
Selects  Nine  Southeastern  Universities  to 
Take  Part  in  SUCCEED  (National  Update), 
May,  5 

Sponsors  Joint  Program  for  Research  in  Short, 
Medium,  and  Extended  Range  Numerical 
Weather  Prediction  (National  Update), 
June,  5 

To  Sponsor  Structural  Steel  Research  with 
AISI  and  AISC  (National  Update),  Aug.,  5 

National  Standards  Week: 

Reception  Held  Oct.  1 4, 1 991 ,  in  Washing¬ 
ton,  Jan.,  1 6 

"Standards  Promote  Competitiveness" 
Theme  of  1992  National  Standards  Week 
Paper  Contest  (National  Update),  Jan.,  5; 
June,  5 

"Standards:  A  Strategic  Investment"  Theme 
of  1993  National  Standards  Week  Paper 
Contest  (National  Update),  Nov.,  5 

National  Welding  Month: 

Designated  for  March  1992  (National  Up¬ 
date),  Mar.,  5 

National  Wooden  Pallet  and  Container 
Association  (NWPCA): 

Launching  New  Quality  Assurance  Program 
for  Wood  Pallets  (National  Update),  Aug., 
5 

Publishes  "Wood  Pallets:TheCreen  Choice" 
(Environmental  Update),  Aug.,  7 
Undertaking  Four  Projects  Under  Pallet  Recy¬ 
cling  Research  Initiative  (National  Update), 
Feb.,  7 

NCWM: 

see  National  Conference  on  Weights  and 
Measures 

NEMA: 

see  National  Electrical  Manufacturers  Asso¬ 
ciation 

NEW: 

see  National  Engineers  Week 
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New  lersey  Polymer  Extension  Center 
(N)PEC): 

Co-sponsoring  Polymer  Composites  Work¬ 
shop  (National  Update),  Jan.,  5 

News  of  the  ASTM  Board: 

Mar.,  10;  July,  10;  Nov.,  10 

Newton,  M.V.: 

Receives  Reinhart  Award  from  COT,  Nov.,  98 

NFPA: 

see  National  Fire  Protection  Association 

NIBS: 

see  National  Institute  of  Building  Sciences 

NIST: 

see  National  Institute  of  Standards  and  Tech¬ 
nology 

NJPEC: 

see  New  Jersey  Polymer  Extension  Center 

Nondestructive  Testing: 
see  ASTM  Committee  E-7 

North  American  Free  Trade  Agreement 
(NAFTA): 

Standards  for  Mexico  (Donaldson),  Sept.,  54 

Nuclear  Technology  and  Applications: 

see  ASTM  Committee  E- 10 

NWPCA: 

see  National  Wooden  Pallet  and  Container 
Association 

o _ 

Occupational  Flealth  and  Safety: 

see  ASTM  Committee  E-34 

Occupational  Safety  and  Flealth 
Administration  (OSFIA): 

Announcing  Proposed  Project  to  Test  Feasi¬ 
bility  of  Using  Non-federalTraining  or  Edu¬ 
cational  Institutions  to  Conduct  Job  Safety 
and  Health  Courses  (National  Update), 
May,  5 

Issues  Report  on  Accidents  in  Construction 
Industry  (National  Update),  July,  7 
Makes  Thousands  of  Pages  of  Documents 
and  Information  Available  on  CD-ROM 
(National  Update),  Mar.,  5 
PubI ishes  "Managi ng  Chemicals  Safely :  Put- 
ting  It  All  Together"  (National  Update), 
Aug.,  5 

PubI  ishes  "Process  Safety  Management"  and 
"Process  Safety  Management  Guidelines 
forCompliance"  (National  Update),  Dec., 
5 

Office  of  Science  and  Technology: 

Publishes  Advanced  Materials  and  Process¬ 
ing:  The  Fiscal  Year  1993  Program  (Na¬ 
tional  Update),  Dec.,  5 

O'Grady,  J.C.: 

A  Message  from  the  President,  Feb.,  5 
Word  from  the  Chairman,  July,  8 

OSHA: 

see  Occupational  Safety  and  Health  Admin¬ 
istration 

P  _ 

Packaging: 

see  ASTM  Committee  D- 10 

Paint  and  Related  Coatings,  Materials  and 
Applications: 
see  ASTM  Committee  D- 1 

Pan  American  Commission  on  Technical 
Standards  (COPANT): 

Establishes  Ad  Hoc  Commission  (Interna¬ 
tional  Update),  Nov.,  6 


Paper  and  Paper  Products: 

see  ASTM  Committee  D-6 
Pavement  Management  Technologies: 

see  ASTM  Committee  E-17 
Pekar,  J.P.: 

Elected  New  Chairman  of  F-1 6,  Aug.,  67 
Pennsylvania  State  University: 

Establishes  Drilling  Hydraulics  Research 
Center  (National  Update),  Oct.,  5 

People: 

Apostle  of  Roofing  ILaaly]  (Gorman),  Nov., 
112 

History  in  the  Jewelry-Making  [Weisberg] 
(Gorman),  July,  88 

Images  of  the  Inuit  [SynnottJ  (Gorman),  Apr., 
88 

Masterstrokes  (Stephens)  (Gorman),  Feb.,  80 
Mr.  Swift  [Swift]  (Gorman),  June,  88 
Of  Flutes  and  Fluoropolymers  (Sperati) 
(Gorman),  Sept.,  88 

Packing  Them  in  in  Bahrain  [Strauss] 
(Gorman),  Aug.,  80 
Partners  [Johnson]  (Gorman),  Jani,  88 
Pou  nd  i  ng  Feet  and  Spi  n  n  i  ng  Wheels  [  Reaves] 
(Gorman),  Dec.,  96 

Railfanning  [Schlatter]  (Gorman),  Oct.,  96 
Schwartz  Formula  [Schwartz]  (Gorman), 
May,  80 

Touching  the  Moon  [Wosinski]  (Gorman), 
Mar.,  80 

Performance  of  Buildings: 

see  ASTM  Committee  E-6 
Permanent  International  Association  of  Road 
Congresses  (PIARC): 

ISR  Project  to  Study  International  Skid  Resis- 
tanceTechniques  (From  thelnstitute),  July, 
13 

Pesticides: 

see  ASTM  Committee  E-35 

Petersen,  D.R.: 

Named  Technical  Editor  of  VOTE,  Feb.,  68 
Petroleum  Products  and  Lubricants: 

see  ASTM  Committee  D-2 
Photoessays: 

ASTM  Board  of  Directors  Photo,  Apr.,  70 
ASTM  Officers  Conference  Held  in  Sept,  at 
ASTM  Headquarters,  Jan.,  1 4 
ASTM  Participates  in  Taiwan  International 
Book  Exhibition,  Apr.,  1 1 
ASTM  Participates  in  Materials  Testing  Show 
in  Birmingham,  U.K.,  June,  73 
Award  of  Appreciation  Presented  to  ASTM 
bylHS,Apr.,7 

Award  of  Appreciation  Presented  to  K.  Strauss 
by  D-2,  Aug.,  61 

Award  of  Merit  Committee,  Apr.,  73 
Bureau  of  Indian  Standards  Representatives 
Visit  ASTM  Headquarters,  July,  71 
Cohen  Receives  SES  Moore  Award,  Oct.,  80 
Committee  on  Publications  1991  Award  of 
Excellence  Presented  for  STP 1100,  May, 
66 

Fleming  Receives  F-4  Student  Paper  Award, 
Oct.,  81 

L.  Gutman  Receives  Award  of  Appreciation 
from  B-5,  Apr.,  12 

Petersen  Named  New  Technical  Editor  of 
JOTE,  Feb.,  68 

Reception  Held  on  Capitol  H  i  1 1,  Washington, 
D.C.,  to  Commemorate  National  Stan¬ 
dards  Week,  Jan.,  16 


R.  P.  Abendroth  Receives  Award  of  Apprecia¬ 
tion,  Feb.,  67 

PIARC: 

see  Permanent  International  Association  of 
Road  Congresses 

Pierce,  J.S.: 

Nominated  to  Board  of  Directors,  Sept.,  72 

Piersali,  C.FI.: 

Elected  New  Chairman  of  F-25,  Aug.,  67 
Plastic  Piping  Systems: 

see  ASTM  Committee  F- 1 7 
Plastics: 

see  ASTM  Committee  D-20 
Portland  Cement  Association: 

Signs  Cooperative  R&D  Agreement  with 
NIST  (National  Update),  Oct.,  5 
Precast  Concrete  Products: 

see  ASTM  Committee  C-27 
Proficiency  Test  Programs: 

ASTM's  Proficiency  Test  Programs  (ASTM 
Focus),  July,  19 

Protective  Coating  and  Lining  Work  for 
Power  Generation  Facilities: 

see  ASTM  Committee  D-33 

Q - 

Quality  and  Statistics: 

see  ASTM  Committee  E- 1 1 

R _ 

Reactive  and  Refractory  Metals  and  Alloys: 

see  ASTM  Committee  B-10 

Reaves,  R.W.: 

Pounding  Feet  and  Spinning  Wheels 
(People),  Dec.,  96 

Refractories: 

see  ASTM  Committee  C-8 

Resilient  Floor  Coverings: 

see  ASTM  Committee  F-6 
Rhea,  E.C.: 

Receives  Dudley  Award  from  ASTM,  Jan.,  74 

RILEM: 

see  International  Union  of  Testing  and  Re¬ 
search  Laboratories 
Risk  Assessment: 
see  ASTM  Committee  E-50 

Ritzert,  C.G.: 

Named  Vice  Chairman  of  ISR  Board,  Nov., 
100 

Road  and  Paving  Materials: 

see  ASTM  Committee  D-4 
Robertson,  T.M.: 

Elected  New  Chairman  of  D-9,  June,  78 

Roofing,  Waterproofing,  and  Bituminous 
Materials: 

see  ASTM  Committee  D-8 

Rouse,  T.O.: 

Receives  Johnson  Award  from  D-27,  Sept.,  76 

Rubber: 

see  ASTM  Committee  D- 1 1 

Ruth,  B.E.: 

Elected  New  Chairman  of  D-4,  Sept.,  74 

s _ 

SAE: 

see  Society  of  Automotive  Engineers 
Safety  and  T raction  in  Footwear: 

see  ASTM  Committee  F- 13 
Sampling  and  Analysis  of  Atmospheres: 

see  ASTM  Committee  D-22 
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Sanderson,  Michael: 

SMEI: 

Publishes  Standard  for  Outdoor  Recreation 

Elected  Chief  Executive  at  BSI  (International 

see  Society  of  Mechanical  Engineers  in  Israel 

Symbols  (International  Update),  July,  1 5 

Update),  )an.,  6 

Soaps  and  Other  Detergents: 

Standards  Association  of  Zimbabwe  (SAZ): 

SANZ: 

see  ASTM  Committee  D- 12 

Standards  Association  of  Zimbabwe  (Wil- 

see  Standards  Association  of  New  Zealand 

Society  for  Biomaterials: 

liams),  Dec.,  46 

Sathialingam,  Namasivayam: 

Conducting  Implant  Retrieval  Symposium 

Standards  Australia: 

Receives  Hogentogler  Award  from  D-18, 

(National  Update),  July,  7 

Develops  GarmentMark  (International  Up- 

Sept.,  76 

Society  of  Automotive  Engineers  (SAE): 

date).  Sept.,  7 

Schaffer,  E.L.: 

Publishes  Second  Edition  of  Metrication  for 

Develops  Guide  as  Part  of  AS  3900  Series  for 

Elected  New  Chairman  of  D-7,  June,  79 

the  Manager  with  American  National 

Engineering  and  Construction  Projects(ln- 

Schlatter,  Nelson: 

Metric  Council  (National  Update),  June,  5 

ternational  Update),  Mar.,  7  '< 

Railfanning  (People),  Oct.,  96 

Society  of  Fire  Protection  Engineers  (SFPE): 

Horticulture  Committee  Working  on  Stan- 

Schoff,C.K.: 

Develops  Common  Format  for  Codes  and 

dard  for  Amenity  Tree  Valuation  (Interna- 

Receives  Award  of  Merit  from  D-1 ,  Sept.,  73 

Standards  with  BOCA  and  AIA  (National 

tional  Update),  Jan.,  7 

Schussler,  Mortimer: 

Update),  Dec.,  5 

Publishes  Standard  for  Street  Addressing  (In- 

Receives  Ogden  Award  from  B-1 0,  jan.,  74 

Society  of  Mechanical  Engineers  in  Israel 

ternational  Update),  May,  7 

Schwartz,  Lyle: 

(SMEI): 

To  Develop  Standard  for  Cemetery  Monu- 

Schwartz  Formula  (People),  May,  80 

Signs  Agreement  of  Cooperation  with  ASME 

ments  and  Memorials  (International  Up- 

Search  and  Rescue: 

(International  Update),  Jan.,  6 

date),  Jan.,  7 

see  ASTM  Committee  F-32 

Society  of  Women  Engineers  (SWE): 

Standards  Council  of  Canada: 

Second  International  Aerospace  Corrosion 

National  Convention  and  Student  Confer- 

Adopts  New  Accreditation  Program  (Interna- 

Control  Symposium: 

ence  to  Be  Held  in  Orlando,  Fla.  (National 

tional  Update),  Mar.,  6 

To  Be  Held  in  March  (International  Update), 

Update),  Mar.,  5 

Changes  Addressdnternational  Update),  Jan., 

jan.,  7 

Requests  Award  Nominations  (National  Up- 

7 

Security  Systems  and  Equipment: 

date),  Oct.,  5 

Standards  Engineering  Society  (SES): 

see  ASTM  Committee  F- 1 2 

Soil  and  Rock: 

Conference  to  Be  Held  in  August  (National 

Sensory  Evaluation: 

see  ASTM  Committee  D- 1 8 

Update),  July,  7 

see  ASTM  Committee  E- 18 

Soils: 

National  Standards  Week  PaperContest  (Na- 

SES: 

Second  1  nteragency  Symposium  on  Stabi  1  iza- 

tional  Update),  Jan.,  5;  June,  5;  Nov.,  5 

see  Standards  Engineering  Society 

tion  of  Soilsand  Other  Materials  to  Be  Held 

Revises  Certification  Program  for  Individuals 

SFPE: 

in  Nov.  (National  Update),  June,  5 

Involved  in  Standards  (National  Update), 

see  Society  of  Fire  Protection  Engineers 

Solar,  Geothermal  and  C>ther  Alternative 

June,  5 

Shipbuilding: 

Energy  Sources: 

Standards  Institution  of  Israel  (Sll): 

see  ASTM  Committee  F-25 

see  ASTM  Committee  E-44 

Standards  Institution  of  Israel  (Hadar),  Dec., 

Shop  Talk: 

Space  Simulation  and  Applications  of  Space 

28 

ASTM  BBS?  Welcome  to  the  90s!  (Barton), 

Technology: 

Standards  Technology  T raining  (STT): 

Oct.,  8 

see  ASTM  Committee  E-2 1 

Packing  Them  in  in  Bahrain  IStraussI 

Fundamentalsof  Balloting  (Mawn),  Nov.,  1 2 

Spanner,  j.C.: 

(People),  Aug.,  80 

Officers'  Conference  (Mecholsky),  Sept.,  8 

Elected  New  Chairman  of  E-7,  Sept.,  74 

Practical  Standards  Training  (Inside  SN), 

Negative  Votes= Positive  Results(Barr),  Dec., 

Sperati,  C.A.: 

Mar.,  1 

10 

Of  Flutesand  Fluoropolymers  (People),  Sept., 

Steigerwald,  R.F.: 

SHRP: 

88 

Receives  Award  of  Merit  from  A-1 ,  Sept.,  73 

see  Strategic  FUghway  Research  Program 

Receives  Reinhart  Award  from  COT,  Feb.,  64 

Stentz,  R.H.: 

Shultz, 

Sports  Equipment  and  Facilities: 

Receives  Award  of  Merit  from  E-9,  Nov.,  99 
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D  E  D  I  C  A  T  D 


At  the  U.S.  Nuclear  Regulatoty  Ckwronis- 
sion,  we’re  committed  to  the  mission  of  protect¬ 
ing  the  public  health  and  safety  and  preserving 
the  environment.  We’re  accomplishing  this  mis¬ 
sion  by  enforcing  strict  guidelines  in  the  licens¬ 
ing  and  regulation  of  civilian  nuclear  power 
facilities  and  materials. 

As  a  member  of  our  engineering  and  sci¬ 
entific  team,  you  can  make  the  contribution  nec¬ 
essary  to  safeguard  America.  We  have  the 
following  challenging  assignments  at  our  head¬ 
quarters  in  Rockville,  Maryland  and  regionally: 

•  Electrical/Electronics  Engineer 

•  Health  Physicists 

•  Radiation  Specialists 

•  Reactor  Systems  Engineer 

•  Reactor  Engineer 


•  Senior  Materials  Engineer  -  reviews 
and  evaluates  linear  elastic  and  elas¬ 
tic-plastic  fracture  mechanics  with  par¬ 
ticular  emphasis  on  evaluation  of  reactor 
component  integrity,  including  flow 
evaluation  and  leak-before-break  behav¬ 
ior  of  reactor  components  (Rockville,  MD). 

•  Materials  Engineer  (NDE)  -  responsible 
for  research  efforts  associated  with  non¬ 
destructive  examination  and  corre¬ 
sponding  inservice  inspection  as  it  af¬ 
fects  the  integrity  of  light  water  reactor 
primary  systems  components  under¬ 
normal  operating,  upset  and  accident, 
and  faulted  conditions  (Rockville,  MD). 

Bring  your  special  talent  and  expertise  to 
an  agency  that’s  making  a  significant  differ¬ 
ence.  In  return,  we  offer  you  the  potential  for 
professional  growth,  a  competitive  salary,  paid 
benefits,  liberal  vacation  time,  health  and  life 
insurance,  credit  union,  thrift  savings  plan  and 
much  more! 

For  immediate  consideration,  forward 
your  resume  (indicating  desired  position),  along 
with  a  Federal  Employment  Application  Form 
(SF-171)  and  salary  needs  to:  U.S.  Nuclear 
Regulatory  Commission,  Office  of  Personnel, 
W-468  (A-93015),  Recmitment  Staff,  Washing¬ 
ton,  DC  20555,  or  call  1-301-492-9027. 
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